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DEPARTMENT  OF  ENERGY 

Economic  togulotory  Administration 

rtOPOSED  FORMS  FOR  THE  PETITIONING  FOR 
EXEMPTIONS  FROM  THE  PROHIBITIONS  OF 
THE  POWERPLANT  AND  INDUSTRIAL  FUEL 
USE  ACT  OF  1978 

Roquotf  for  Public  Common! 

AGENCY:  Department  of  Energy, 
Economic  Regulatory  Administration. 

ACTION:  Notice  of  Request  for  Public 
Comment  on  the  following  Economic 
Regulatory  Administration  (ERA) 
Forms: 

General  Form  for  New  Powerplant  Exemp¬ 
tion  Petition  (ERA— 301A) 

General  Form  for  New  Installation  Exemp¬ 
tion  Petition  (ERA-301B) 

Temporary  Exemption  for  Future  Use  of 
Synthetic  Fuels  for  New  Powerplants  and 
New  Installations  (ERA-302) 

Temporary  Public  Interest  Exemption  for 
New  Powerplants  and  New  Installations 
(ERA-303) 

Exemption  Due  to  a  Lack  of  Alternate  Fuel 
for  New  Powerplants  and  New  Installa¬ 
tions  (ERA-303) 

Temporary  and  Permanent  Site  Limitation 
Exemption  for  New  Powerplants  and  New 
Installations  (ERA-305) 

Exemption  Due  to  an  Inability  to  Comply 
with  Applicable  Environmental  Require¬ 
ments  (ERA-306) 

Permanent  Ebcemption  for  Inability  to 
Obtain  Adequate  Capital  (ERA-307) 
Permanent  Exemption  for  New  Powerplants 
and  New  Installations  due  to  Certain 
State  or  Local  Requirements  (ERA-308) 
Permanent  Exemption  for  Cogeneration  for 
New  Powerplants  and  New  Installations 
(ERA-309) 

Permanent  Exemption  for  Fuel  Mixtures 
for  New  Powerplants  and  New  Installa¬ 
tions  (ERA-310) 

Permanent  Ebcemption  for  Emergency  Pur¬ 
poses  for  New  Powerplants  and  New  In¬ 
stallations  (ERA-311) 

Permanent  Exemption  for  New  Powerplants 
Necessary  to  Maintain  Reliability  of  Serv¬ 
ice  (ERA-312) 

Permanent  Exemption  for  Peakload  Power- 
plants  (ERA-313) 

Permanent  Exemption  for  Exemption  for 
Intermediate  Load  Powerplants  (EHA- 
314) 

Permanent  Exemption  for  New  Installations 
Necessary  to  Meet  Scheduled  Outages 
(ERA-315) 

Temporary  Public  Interest  Exemption  for 
Use  of  Natural  Gas  by  Existing  Power- 
plants  (ERA-316) 

Schedule  A— General  and  Special  Cost  Tests 
for  New  Powerplants  (ERA-317) 

Schedule  B— General  and  Special  Cost  Tests 
for  New  Installations  (E31A-318) 

Schedule  C— No  Alternative  Power  Supply 
(ERA-319) 

Schedule  D— Use  of  Fuel  Mixtures  (ERA- 
320) 

Schedule  E— General  Requirement  for  Al¬ 
ternative  Sites  (Powerplants)  (ERA-321) 

SUMMARY:  In  preparation  for  the 
implementation  of  the  Powerplant  and 
Industrial  Fuel  Use  Act  of  1978  (FUA), 
the  Economic  Regulatory  Administra¬ 


tion  (ERA)  of  the  Department  of 
Energy  (DOE)  has  developed  forms 
for  use  in  petitioning  ERA  for  exemp¬ 
tions  from  the  prohibitions  of  FUA. 
Potential  Petitioners,  interested  par¬ 
ties  and  members  of  the  public  are  in¬ 
vited  to  submit  comments  on  the  pro¬ 
posed  forms  which  are  reproduced 
herein. 

DATES:  Comments  received  not  later 
than  March  2.  1979,  will  be  given  full 
consideration. 

ADDRESSES:  All  comments  to: 
Robert  C.  Gillette,  Department  of 
Energy,  Economic  Regulatory  Admin¬ 
istration,  ERA  Docket  ERA-R-79-4, 
2000  M  Street,  NW.,  Room  2313, 
Washington,  D.C.  20461. 

FOR  FURTHER  INFORMATION 
CONTACT: 

Alfred  C.  Metz,  Department  of 
Energy,  Economic  Regulatory  Ad¬ 
ministration,  Office  of  Fuels  Regula¬ 
tion,  Room  7219C,  2000  M  Street, 
NW.,  Washington,  D.C.  20461  (202) 
254-5436. 

SUPPLEMENTARY  INFORMATION: 

I.  Background. 

II.  Comments  Invited  on  Proposed  Forms. 

III.  Comment  Procedure. 

I.  Background 

In  the  Proposed  Rules  for  Imple¬ 
mentation  of  the  Powerplant  and  In¬ 
dustrial  Fuel  Use  Act  of  978  (FUA)  (43 
FR  53974,  November  17,  1978),  ERA 
stated  that  proposed  forms  which 
must  be  submitted  as  part  of  a  petition 
for  exemption  from  any  of  the  prohi¬ 
bitions  of  FUA,  and  any  other  forms, 
will  be  published  in  the  Federal  Reg¬ 
ister  and  public  comments  solicited. 

The  proposed  forms  reproduced 
herein  are:  (a)  General  Forms  for  New 
Powerplants  and  New  Installations 
which  serve  to  identify  the  petitioning 
company  and  facility  and  provide  in¬ 
formation  required  by  FRA  that  Is 
common  to  all  types  of  exemptions,  (b) 
forms  for  each  exemption,  and  (c) 
schedules  which  are  designed  to  pro¬ 
vide  in  a  specific  format  certain  data 
required  in  the  Fuels  Decision  Report. 
(The  Fuels  Decision  Report  was  dis¬ 
cussed  in  the  above  cited  Federal  Reg¬ 
ister  Notice.) 

Under  the  Federal  Reports  Act,  the 
ERA  Forms  must  be  approved  by  the 
Office  of  Management  and  Budget 
(OMP).  As  a  part  of  the  approval  proc¬ 
ess,  ERA  hereby  solicits  comments 
concerning  these  forms.  An  advance 
copy  of  the  forms  will  be  forwarded  to 
OME  concurrently  with  the  publica¬ 
tion  of  this  Federal  Register  Notice. 
Comments  submitteed  to  EPA  <x>n- 
ceming  the  proposed  forms  will  be 
considered  by  ERA  and  also  forwarded 
to  OMB  for  use  in  its  considerations. 


II.  Comments  Invited  on  Proposed 
Forms 

Review  comments  should  address 
the  following  areas  of  concern: 

•  Is  the  overall  layout  and  general 
format  of  the  forms  easy  to  under¬ 
stand  and  follow? 

•  How  many  person-hours  will  be  re¬ 
quired  to  provide  the  information  re¬ 
quired  for  submitting  a  petition? 

•  What  is  your  estimate  of  the  cost 
to  your  firm  for  completing  and  sub¬ 
mitting  the  proposed  forms? 

•  Are  the  instructions  for  the  forms 
clear?  Which  instructions  should  be 
clarified  or  expanded? 

•  Are  the  units  of  measure  specified 
in  the  forms  consistent  with  those 
generally  used  by  your  firm  for  record¬ 
keeping  purposes? 

ERA  is  cognizant  of  the  burden  that 
the  filing  of  a  petition  for  exemption 
from  the  prohibitions  of  FUA  imposes 
on  the  petitioner.  These  proposed 
forms  were  designed  with  the  intent  to 
minimize  the  complexities  of  the  peti¬ 
tioning  process  by  providing  specific 
outlines  of  the  data  required  by  ERA 
for  each  type  of  exemption.  ERA  en¬ 
courages  potential  respondents  to 
submit  comments  that  will  help  us  to 
develop  comprehensive  petitioning 
forms  and  at  the  same  time  fulfill  our 
common  objective  of  facilitating  the 
petitioning  process. 

III.  Comment  Procedure 

You  are  invited  to  participate  in  the 
development  of  Petitioning  Forms  by 
submitting  your  views  or  arguments, 
suggestions,  and  ideas  with  respect  to 
the  proposed  forms  reproduced  in  this 
Notice.  Written  comments  should  be 
submitted  to  the  address  indicated  in 
the  “ADDRESSES”  section  of  this 
Notice  and  should  be  identified  on  the 
outside  envelope  and  on  documents 
submitted  with  the  designation 
“FUA— Docket  No.  ERA-R-79-4.  All 
(ximments  received  will  be  available 
for  public  inspection  in  the  DOE 
Reading  Room,  Room  GA-152,  Forres- 
tal  Building,  1000  Independence 
Avenue,  S.W.  between  the  hours  of 
8:00  a.m.  and  4:30  p.m.,  Monday 
through  Friday. 

You  should  identify  separately  any 
information  or  data  you  consider  to  be 
confidential  and  submit  it  in  writing, 
one  copy  only.  We  reserve  the  right  to 
determine  the  confidential  status  of 
the  information  or  data  and  to  treat  it 
according  to  our  determination. 

Issued  at  Washington,  D.C.  on  Janu¬ 
ary  31, 1979. 

David  J.  Bardin, 
Administrator,  Economic 
Regulatory  Administration. 
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Form  Approv’ed 

U.S.  DEPARTMEffT  OF  ENERGY 
Washington,  D.C.  20461 

GENERAL  FORM  FOR  NEW  POWERPLANT  EXEMPTION  PETITION 

DRAFT 


Ttiis  General  Fonr  for  Exeijiption  Petition  ii>ust  acccanpany 
all  Petitions  for  Tenporary  or  Permanent  Exemption (s). 

A  separate  General  Form  must  be  submitted  for  each  unit 
for  v^iidi  you  are  seeking  ar.  exenption. 


1.0  IDENTIFICATION  INFORMATION 


What  is  the  name,  mailing  address,  city,  state  and  zip  code  for  the  Facility, 
Operating  Company  and  the  Parent  company  ? 


1.1 


Facility  Information  (sitex 


DOE  USE  ONLY 


1.2  Utility  Company 


the 


DOE  0£E  0^■^Y| 


(a) _ 

Name  of  unit 


(a)  _ 

Name 


(b) 

(c) 

(d) 

(e) 

(f) 

1.3 


(b) 


Generating  Sjtation 

Address 

City,  Stace,  Zip  Code 

DOE  USE  Or3.V 

County 

Unit  Identification 

Parent  Company  or  Holding  Company 

(Complete^if 

DOE  USE  OS'LY 

applicable) 

Address 


City,  State,  Zip  Code 


Enter  the  name  of  the  person  in  your 
..company  to  whom  questions  regarding 
this  petition  may  be  directed; 


(a) 

(a) 

(b) 

Name 

(b) 

Name 

(c) 

Address 

(c) 

Title 

••ity.  State,  Zip  Code 

(d) 

Address 

(e) 

City,  State,  Zip 
(  ) 

Telephone 

ERA-30 lA  Page  1 
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■  2.0  FACILITY  INFORMATION 


'  2.1 

What 

type  of  Utility  is 

this? 

' 

(a) 

£7 

Investor  Owned 

(d)  U 

State 

(b) 

U 

Cooperative 

(e)  £7 

Municipal 

(c) 

a 

Federal 

(f)  /  / 

Other 

2.2 

In  what  electric  region 

are  you  located?  (See  instructions 

for  coding!) 

(a) 

u 

APS 

'  (k) 

D 

TVA 

(u) 

o 

MOKAN 

(b) 

D 

AEP 

(1) 

U 

VACAR 

(v) 

D 

OG 

(c) 

n 

NEPOOL 

(m) 

U 

CAPCO 

(w) 

U 

TIS 

(d) 

n 

NYPP 

(n) 

U 

CCD 

(x) 

U 

RMPP 

(e) 

o 

PJM 

(o) 

U 

KG 

(y) 

D 

NV/PP 

(f) 

u 

CEC  ♦ 

(P) 

U 

IG 

(2) 

u 

A/NMG 

(9) 

u 

FCG 

(q) 

U 

•ILLMO 

(a’) 

u 

SCNV 

(h) 

u 

MSU 

(r) 

U 

MECS 

(b*) 

u 

NCNV 

(i) 

u 

SC 

(s) 

U 

WUMS 

(c’) 

u 

AK 

(j) 

u 

GSG 

(t) 

U 

MAPP 

2.3  Indicate  to  which  Statutory  Prohibition  this  Petition  pertains: 

(a)  D  Prohibition  of  the  use  of  petroleum  or  natural  gas  as  a 

prijnary  energy  source. 

(b)  □  Prohibition  of  the  construction  of  an  electrical  powerplant  I 

without  the  capability  to  use  an  alternate  fuel  as  a  primary 
_ energy  source. _ _ 

2, -4  What  is  the  type  of  unit  you  are  seeking  an  exemption  for: 

(a)  l_J  Boiler  (b)  [_!  Combustion  Turbine  (c)  Cortoined  Cycle 

2.5  What  is  the  design  capacity  of  your  new  Unit? 

(a)  _ HMBTU's/Hour  Heat  Input  Fate 

(b)  _ Megawatts  Output 

(c)  (If  a  boiler)  Pounds  of  Steam  Per  Hour 

2.6  Are  there  other  electric  generating  units  at  the  site  of  this  new  unit  which 
Individually  have  a  design  heat  input  capacity  of  50  million  BTU’s  per  hour, 
or  greater? 

(a)  U  Yes... Answer  2.7  (b)  iJ  No... Skip  to  2.8 

2.7  What  is  the  total  design  heat  Input  capacity  at  the  site  (counting  the  new  unit 
and  those  other  units  considered  in  Question  2.6  above}? 

_ _ WBTU's  per  hour. 

2.8  Have  you  filed  a  petition  with  ERA  for  classification  of  this  Unit  as  "EXISTING?" 

(a)  U  Yes... What  is  the  Docket  Number? _  (b)  £7’  No... Answer  2.9 

^  ERA-3UiA  Page  2  * 


FEDEtAL  REGISTER,  VOl.  44.  NO.  30— MONDAY,  FEBRUARY  12,  1979 


9056 


NOTICES 


2,'i  Indicate  the  apjTepr iate  classification  for  your  filing  as  a 
New  Powerplant; 

(a)  2  i  April  20,  1977,  unit  was  not  otxjrational 

(b)  Since  April  20,  1977,  unit  has  been  cither  reconstructed 
or  added  to,  and  the  cost  of  such  reconstruction, 
refurbishment,  or  addition  equals  or  exceeds  50?.  of 

,  the  price  of  a  replacement  unit.. 

(c)  “1  Since  November  9,  1978,  unit  was  moved  from  one  site 

to  another. 

2.10  Indicate  the  status  of  development  for  this  unit  be  placing  an 

"X"  in  the  milestones  accomplished  as  of  the  ilate  of  this  Petition, 


(a) 

O 

Coiicx  pl  lie'll  Stages 

(f) 

O 

Contract  Executed 

(b) 

O 

Plaiuiing  f!tagr 

(q> 

CJ 

Construction  Started 

(c) 

rj 

PrcluriinarY  Ixsigii  Staeje 

(h) 

O 

Construction  Completed 

(d) 

d 

Fiivil  DcGicp>  StacjC- 

(i) 

o 

Unit  Oicrational 

(c) 

O 

Vtxipceabi  Rc<iiKfitcd 

2.11.1  Wliat  is  tfie  date  the  unit  became  operational  or  the  date  it  is 
projected  to  l;>crcome  operational?  _ _ _ _ 


3.0  EXEMPTION  IKFOW-WTION 

Place  an  "X"  in  the  appropriate  box(es)  to  indicate  the  type  of 
exemption (s)  you  are  petitioning  for.  If  you  have  previously  sub¬ 
mitted  a  petition  for  exemption (s)  for  this  unit,  enter  the  docket 
number  in  the  soace  orovided. 

3.1  Temporary  exensptions  for  new  installations 

Type  of  Exemption  Docket  Number 

(a)  O  Lack  of  alternate  fuel  supply . 

(b)  O'  Site  limitations . 

(c)  O  Inability  to  comply  with  applicable  environmental 

requirements . 

(d)  O  Future  use  of  synthetic  fuels . 

(e)  O  Public  interest  exemption .  ' 


3.2  Permanent  exemptions  for  new  installations 
Type  of  Exemption 


(a)  O 

(b)  O 


(c)  O 

(d)  O 

(e)  O 

(f)  o 
(9)  O 

(h)  O 

(i)  S 

(j)  ^ 

(k)  O 

■  1)  o 


Lack  of  alternate  fuel  supply  for  the  first  ten 

years  of  useful  life . . . 

Lack  of  alternate  fuel  supply’ at  a  cost  which  does 
not  substantially  exceed  the  cost  of  using 

petroleum . 

Site  limitations . 

Inability  to  comply  with  applicable  environmental 

requirement . 

Inability  to  obtain  adequate  capital . 

State  or  local  requirements . 

Cogeneration 

Permanent  exemption  for  certain  fuel  mixtures, 

containing  natural  gas  or  petroleum . 

Emergency  purposes . 

Product  and  process  requirements . . 

Scheduled  equipment  outages . 

Intermediate  load  powerplant  . . 


Docket  Niiirtjer 
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NOTICES 


5.0  SUPPORTING  DOCUMENTATION  INFORMATION 


5.1  The  following  issues  roust  be  addressed  in  all  petitiwis  for  cxcirptions  (except  as 
noted).  Check  the  appropriate  boxes  below  to  indicate  these  issues  are  discussed 
in  your  Fuels  Decision  Report  and  enter  the  pege  an^  chapter  number  fc>ere  appearing, 

(a)  Is  Fluidized  Bed  Combustion  of  Coal  or  another  alternate  fuel 
addressed  in  the  FDR? 

(1)  Q  Tes  .  .  .  FDR  Page _  Chapter  _ _  . 

(2)  D  applicable.  Petition  is  for  exenption  base  on  Fuel 

Mixtures  or  Pjjakload  Powerplant  only»  or  is  for 
Tenporary  Exer,ption(s)  only. 

(b)  □  State  Approvals  for  Construction  and  Use  of  this  Unit  are  discussed 

in  the  FDR. 

....  FDR  Page _ Chapter  _ ' 

(1)  Are  all  required  State  Approvals  listed  in  the  FDR? 

(a  )  □  Yes  (b  )  □  No 

(2)  Have  all  required  State  Approvals  been  obtained? 

(a  )  □  Yes  (b  )  □  No 

(3)  Is  the  status  of  outstanding  required  State  Approvals  discussed  in  the  FDP? 
(a  )  □  Yes  (b  )  □  No 


5,2  You  roust  sutsr.it  the  following  documents  in  support  of  your  petition  for  exemptions ( s ) , 
Enter  an  "X*'  in  the  boxes  below  to  inrlicate  that  the  documents  ere  attached, 

(a)  0  Transmittal  Letter 

(b)  Q  Fuels  Decision  Report  (FDR) 

(c)  □  Reliability  of  Service  Exemption  Form 

[Required  for  all  Permanent  Exemptions] 

(d)  □  Schedule  A  -  Cost  Calculations  for  New  Powerplants 

(e)  Q  Schedule  C  -  No  Alternative  Fbwer  Supply 

Schedules  A  and  C  are  not  required  if  your  Petition  is  for 
Exemption  based  on: 

•  •  •  •  Cogeneration 

•  .  •  •  Peakload  Powerplant 
. or  for  all  Temporary  Exemptions 

except  Lack  of  Alternate  Fuel  Supply 


ERA-301A 
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5.2  (Continued)  | 

(f )  Q  Schedule  D  -  Fuel  Mixtures  (h)  Q  Exemption  Form  for  each 

exemption  being  petitioned  | 
Not  required  if  your  Petition  is  for  for 

Ebceniption  based  on: 

....  Fuel  Mixtures 
....  Feakload  Powerplant 

(g) .  □  Schedule  E  -  Alternative  Sites 

Not  required  for  a  Petition  for  Tenporary 
Exemption (s)  only,  or  if  year  Petition  for 
a  Permanent  Exemption  is  based  on: 

....  Cogeneration 
....  Fuel  Mixtures 
....  Emergency  Purposes 
....  Reliability  of  Service 
....  Peakload  Powerplant 


5.3  Indicate  by  entering  an  "X"  in  the  box  below  if  additional  (discretionary)  | 

documentation  in  support  of  your  petition  is  attached.  List  the  additional  } 

documents  in  the  space  provided,  if  no  additional  documentation  is  attached,  skip  \ 
to  6.0.  I 

□  Additional  Documentation  attached  and  listed  below  I 

i 

(e)  _ I 

1 

(b) 

(c) 

(d) 

(e) 


6.0  CERTIFICATION 


I  certify  that  the  information  contained  herein  and  appended  hereto  is  true  and  accurate 
to  the  best  of  ny  knowledge. 


_ _ _ _ _ : _ I 

Name  .  Title  Signature  Date  ; 


Name  Title  Signature  Date 

Title  18,  use  1001,  makes  it  a  crime  for  any  person  knowingly  and  willingly  to  make 
to  any  Agency  or  Department  of  the  United  States  any  false,  fictitious  or  fraudulent 
statements  as  to  any  matter  within  its  jurisdiction. 


ERA-301A  Page  6 
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*  DRAFT 

INSTRUCTIONS  -  GENERAL  FORM  FOR  NEW  POWERPLANT  EXEMPTION 
PETITION  -  ERA  FORM  301A _ 

.<# 

1.0  IDENTIFICATION  INFORMATION 

1.1  Facility  Information  (Site):  This  information  pertains 
to  the  site  where  your  new  powerplant  (unit)  is  located. 

(a)  Enter  the  name  by  which  the  unit  is  identified. 

(b)  Enter  the  name  of  the  generating’  station  where 
the  unit  is  located. 

(c)  Enter  the  street  address  of  the  facility  site. 

(d)  Enter  the  City  and  State  where  the  facility  site  is 
located  and  the  ZIP  code  of  the  address. 

(e)  Enter  the  County  in  which  the  facility  site  is 

located . 

(f)  Enter  the  specific  identification  of  the  new 
unit.  For  example.  Boiler  #234. 

1.2  Utility  Company  Identification:  This  information 
relates  to  the  utility  company  which  has  the  actual 
responsibility  for  the  operation  of  the  new  electric  power- 
plant.  Included  under  the  meaning  of  company  is  any 
individual  corporation,  company,  partnership,  association, 

I 

firm,  institution,  society,  trust,  joint  venture,  stock 
company,  or  County,  State  or  Federal  entity. 

(a)  Enter  the  complete  name  of  the  utility  company. 

(b)  Enter  the  street  address  of  the  utility  company. 

(c)  Enter  the  City  and  State  where  the  company  is 
located  and  the  ZIP  code  for  the  address. 

ERA— 301A  Page  7 
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1.3  Parent  Company  or  Holding  Company  Data:  Complete 
this  section  only  if  there  is  an  entity  which  controls, 
wholly  or  partially  owns,  or  is  responsible  for  the  operating 
company. 

(a)  Enter  the  name  of  the  entity. 

(b)  Enter  the  street  address  of  the  entity. 

(c)  Enter  the  City  and  State  where  the  entity  is 
located  and  the  ZIP  code  of  the  address. 

1.4  Contact  Person  Identification:  This  information 
should  relate  to  an  individual  who  can  be  contacted  if  uhere 
are  questions  regarding  the  information  contained  in  th.s 
petition. 

(a)  Enter  the  name  of  the  individual. 

(b)  Enter  the  title  by  which  the  individual  is 
•  identified  in  the  company. 

(c)  Enter  the  street  address  of  the  individual. 

(d)  Enter  the  city  and  state  where  the  individual 
is  located  and  the  ZIP  code  for  the  address. 

(e)  Enter  the  area  code  and  the  telephone  number 
at  which  the  individual  may  be  reached  during  normal 
working  hours. 

2.0  FACILITY  INFORMATION 

2.1  Check  the  appropriate  box  that  indicates  the 
type  of  utility  owning  the  new  generating  unit. 
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2.2  Check  the  Electric  Region  Code  in  which  the  new 
generating  unit  is  located. 


(a) 

APS 

Allegheny  Power  Systerr 

(b) 

AEP 

American  Electric  Power  System 

(c) 

NEPOOL 

New  England  Power  Pool 

(d) 

NYFP 

New  York  Power  Pool 

(e) 

PJM 

Pennsylvania-New  Jersey-Maryl and 
Interconnection 

(f) 

CEC 

Commonwealth  Edison  Company 

(g) 

FCG 

Florida  Coordination  Group 

(h) 

MSU 

Middle  South  Utilities 

(i) 

SC 

Southern  Company 

(j) 

GSG 

Gulf  States  Group 

(k) 

TVA 

Tennessee  Valley  Authority 

(1) 

VACAR 

Virginia-Carol ina  Group 

(it) 

CAPCO 

Central  Area  Power  Coordination 

Group 

(n) 

CCD 

Cincinnati,  Columbus,  Dayton  Group 

(o) 

KG 

Kentucky  Group 

(P) 

IG 

Indiana  Group 

(q) 

ILLMO 

11 1 inois-Missour i  Group 

(r) 

MECS 

Michigan  Electric  Coordinated  Systems 

(s) 

WUKS 

Wisconsin-Upper  Michigan  Group 

(t) 

MAPP 

Mid-Continent  Area  Power  Poo] 
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(U) 

MCKAN 

Missour i-Kansas  Group 

(V) 

OG 

Oklahoma  Group 

(w) 

TIS 

Texas  Interconnected  Systems 

(X) 

RMPP 

Pocky  Mountain  Power  Pool 

(y ) 

NWPP 

Northwest  Power  Pool 

(  Z  ) 

A/NMG 

Arizona-New  Mexico  Group 

(a*  ) 

SCNV 

Southern  Cal if or nie-Nevada 

(b*  ) 

NCNV 

Northern  California-Nevada 

(C  ) 

AK 

Alaska 

2.3  Indicate  the  Statutory  Prohibition  under  the 
Powerplant  and  Industrial  Fuel  Use  Act  of  1978  for  which 
you  are  petitioning  for  exemption. 

2.4  Check  the  box  that  indicates  the  type  of 
generating  unit  for  which  you  are  requesting  an 
exemption ( s  ) . 

2.5  Provide  the  design  capacities  of  the 
generating  unit  by: 

(a)  Fuel  heat  input  rate  in  millions  of  Pritish 
Thermal  Units  (MMETU’s)  per  hour. 

(b)  Megawatts  output. 

(c)  If  a  boiler,  the  pounds  of  steam  per 
hour  output. 

2.6  Indicate  whether  or  not  there  are  other  Generating 
units  at  the  same  site  having  individually  a  desiqn  heat  ‘input 
rate  capacity  of  50  million  Pritish  Thermal  Units  (PTU’s) 

per  hour  or  greater.  (Units  within  10  jniles  of  each  other 
will  be  considered  by  ERA  to  be  at  the  same  site.) 
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2.7  If  your  answer  to  Question  2.6  is  "Yes,'* 

indicate  the  total  design  heat  input  rate  capacity  per  hour 
in  millions  of  British  Thermal  Units  (MMPTU's  per  hour) 
at  the  site.  Count  the  unit  for  which  this  petition  is  . 
being  submitted  and  the  other  units  at  the  site  considered  in 
answering  Question  2,6. 

2.8  Indicate  wlTether  or  not  you  have  petitioned  FPA 
for  classification  of  this  unit  as  an  Existing  Facility. 

If  "Yes,"  provide  the  Docket  Number  assigned. 

2.9  Check  the  box  that  describes  the  basis  for  the 
classification  of  this  unit  as  c  New  Powerplant. 

2.10  As  of  the  date  of  certification  of  this  petition, 
indicate  by  checking  the  appropriate  boxes  the  milestones  . 
accomplished  in  the  construction  of  this  powerpiant: 

(a)  Check  this  block  if  the  powerplant  is  at 
or  beyond  the  conceptual  stage. 

(b)  If  this  powerplant  is  at  or  beyond  the  planning 
stage,  check  this  block. 

(c)  If  at  or  beyond  the  preliminary  design  stage, 
check  this  block. 

(d)  Check  this  block  if  the  powerplant  is  at  or 
beyond  the  final  design  stage. 

(e)  If  bids  for  the  construction  or  purchase  of 

« 

this  powerplant  have  been  requested,  check  this  block. 
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(f)  If  a  contract  for  the  construction  or  purchase 
of  this  powerplant  has  been  executed#  check  this  block. 

(g)  Check  this  block  if  the  construction  of  this 
powerplant  has  started. 

(h)  If  construction  of  this  powerplant  is  coirpleted, 
check  this  block. 

(i)  Check  this  block  if  the  powerplant  is  now 
operational. 

(Construction  means  substantial  {^ysical  onsite  construction 
which  constitutes  more  than  clearance  of  the  site  or 
installation  of  foundation  pilings.) 

2.10.1  Enter  the  date  the  powerplant  became  operational, 
or  the  date  you  expect  it  to  beccxpe  operational. 

3.0  EXEMPTION  INFORMATION 

3.1  Check  the  box  for  each  type  of  temporary  exemption 
for  which  you  are  petitioning. 

3.2  Check  the  box  for  each  type  of  permanent  exemption 
for  which  you  are  petitioning. 

If  you  have  previously  petitioned  ERA  for  an  exemption (s)  for 
this  unit,  enter  in  the  space  provided  beside  the  type 
*  of  exemption  the  Docket  Number  assigned  by  ERA. 

4.0  FUEL  DATA 

For  the  unit  that  you  are  petitioning  for  exemption (s),  provide 
the  following  fuel  data: 

(a)  Check  all  fuel  types  that  the  unit  is  capable  of 
burning  as  a  Primary  Energy  Source. 
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(b)  Check  vrfiat  fuel  type(s)  you  propose  to  bum  in  this 
ufut  as  a  Primary  Energy  Source. 

(For  (a)  and  (b).  Primary  Energy  Source  is  defined  as  the 
fuel  or  fuels  used  for  normal  operation,  but  it  does  not 
include  the  minimum  amounts  of  fuel  required  for  unit  ignition, 
startup,  testing,  flame  stabilization  anc  control  uses.) 

(c)  Provide  the  estimated  ten  year  average  of  annua]  fue] 
consumption  oy  fuel  type. 

(d)  Provide  by  fuel  type  the  average  percent  of  arw>ual  heat 
input  which  you  expect  will  be  devoted  to  ignition,  startup,  testino, 
flame  stabilization  and  control  uses  for  this  powerplant  (unit)  over 
a  ten  year  p(jriod. 

4.5  Provide  the  estimated  annual  capacity  factor  (averaged 
for  ten  years)  that  was  used  in  the  calculation  of  estimated  fuel 
consumption  in  (c)  above. 

5.0  SUPPORTING  DOCUMENTATION  INFORMATION 

5.1  Except  as  noted,  certain  general  issues  must  be 
addressed  in  your  Fuels  Decision  Report  for  all  petitions  for 
exemptions. 

(a)  Unless  your  petition  is  for  an  exemption (s)  based 
on  Fuel  Mixtures  or  Peakload  Powerplant  only,  or  for  temporary 
exemption(s)  only,  you  must  demonstrate  in  your  Fuels  Decision 
Report  that  a  method  of  Fluidized  Bed  Combustion  of  an  alternate 
fuel  has  been  considered  for  this  generating  unit  and  that  such 
a  method  is  not  eccxiomically  or  technically  feasible. 
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'  (1)  If  discussion  of  Fluidized  Bed  Combustion  is 

applicable,  check  this  block  to  indicate  it  has  been  addressed  in 
your  Fuels  Decision  Report,  and  provide  the  page  and  chapter  numbers 
where  it  appears. 

(2)  If  you  are  petitioning  for  temporary  exemption(s) 
only,  or  if  your  petition  is  for  permanent  exemption(s)  based  on  Fuel 
Mixtures  or  Peakload  Powerplant  only,  check  this  block. 

(b)  Your  Fuels  Decision  Report  must  contain  a  description 
of  all  State  approvals  required  in  conjunction  with  the  construction 
of  this  generating  unit  and  their  status  as  of  the  date  of  filing 
of  this  petition.  Check  this  block  to  indicate  that  you  have^ 
addressed  State  approvals  in  your  Fuels  Decision  Report,  citino 
the  page  and  chapter  number  where' the  discussion  appears.  Cuestions 
(1)  through  (3)  are  intended  to  serve  as  a  checklist  for  what  should 
be  included  in  your  discussion  of  State  approvals. 

(1)  Indicate  whether  or  not  all  reouired  State 
approvals  are  listed  in  the  Fuels  Decision  Report. 

(21  Indicate  whether  or  not  all  required  State 
approvals  have  been  obtained. 

(3)  Indicate  if  the  status  of  outstanding  reouired 
State  approvals  are  discussed. 

5.2  This  section  serves  as  a  guide  and  checklist  to  insure  that 
all  mandatory  supporting  documentation  has  been  completed  and  attached 
to  your  petition. 
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(a)  Check  this  box  to  indicate  that  your 

petition  for  exemption(s)  is  forwarded  by  a  transmittal  letter. 

(b)  Check  this  box  to  indicate  that  you  have  developed 
and  attached  a  Fuels  Decision  Report. 

(c)  All  petitions  for  permanent  exemption  must  r 
include  a  completed  Reliability  of  Service  Exemption  Form. 

If  your  petition  is  for  any  permanent  exemption,  check  this  block 
to  indicate  that  a  Reliability  of  Service  Exemption  Form  is  attached. 

(d)  and  (e)  Schedule  A  (Cost  Calculations  for 

New  Powerplants)  and  Schedule  C  (No  Alternative  Power  Supply)  must 

be  attached  to  your  petition  except  if  you  are  only  petitionino  for: 

/ 

o  An  exemption  based  on  Cogeneration  or  Penkload 
Powerplant,  or 

o  All  temporary  exemptions  except  Lack  of  Alternative 
Fuel  Supply. 

As  applicable,  check  the  boxes  fer  (d)  and  (e)  to  indicate  that 
Schedules  A  and  C  are  attached. 

(f)  Schedule  D  (Fuel  Mixtures)  must  be  submitted 
except  if  your  petition  for  exemption  is  based  on  Fuel  Mixtures  or 
Peakload  Powerplant  only.  If  applicable,  check  the  box  to  indicate 
that  Schedule  D  is  attached. 

(g)  Schedule  E  (Alternative  Sites)  must  be  submitted 
for  all  permanent  exemptions  except; 

o  Cogeneration 
o  Fuel  Mixtures 
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o  Emergency  Purposes 
o  Reliability  of  Service 
o  Peakload  Powerplent 

If  applicable,  check  the  box  to  indicate  that  Schedule  F 
is  attached. 

(h)  For  each  type  of  exemption  you  indicated  in 
Question  3.0  that  you  are  petitioning  for,  the  applicable 
Exemption  Form  must  be  prepared  and  submitted.  Check 
this  box  to  indicate  that  the  required  Exemption  Forms  are 
attached. 

5.3  At  your  discretion  you  may  submit  other  documentation 
in  support  of  your  petition.  Check  this  block  to  indicate  if 
such  documentation  is  attached  and  list  the  attachments  in 
the  space  provided. 

6.0  CERTIFICATION 

(1)  If  you  are  filing  a  petition  for  exemption(s)  on  behalf 
of  a  corporation,  the  Chief  Executive  Officer  and  the  Chairman 
of  the  Board  of  the  company  shall  attest  in  writing  to  the 
accuracy  of  all  information  contained  in  or  appended  to  the 
petition. 

(2)  If  you  are  filing  a  petition  for  exemption(s)  on  behalf 
of  a  wholly-owned  subsidiary,  then  the  requirements  of  (1)  above 
shall  apply  to  the  subsidiary  and  to  the  parent  corporation  as 
well.  (Four  signatures  may  be  required.) 
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(3)  If  you  are  filing  on  behalf  of  an  entity  other 
than  a  corporation,  the  Chief  Management  Officer  shall  attest  in 
writing  to  the  accuracy  of  all  information  contained  in  or 
appended  to  the  petition. 
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Form  Approved 

II  fiFPflPTMrNT  fiF  riroov  -- 

.  Iilashington,  D.C. 

i 

GENERAL  FORM  FOR  NEW  INSTALLATION  EXEMPTION  PETITION 

• 

This  General  Fonr  for  Exeirption  Petition  must  acconraany 

• 

all  Petitions  for  Tesrporary 

or  Permanent  Exeirption(s). 

A  separate  General  Form  roust  be  submitted  for  each  unit 

for  which  you  are  seeking  an  exemption. 

L 

1.0  IDENTIFICATION  INFORMATION 

1  What  is  the  name,  mailing  address,  city,  state  and  zip  code  for  the  Facility,  the 

Operating  Company  and  the  Parent  Company? 

• 

-• 

j  1.1  Facility  Data  (Site) 

K2  Operating  Company 

(a) 

(a) 

1  Name 

Name 

(b) 

(b) 

1  Address 

Address 

1  (c) 

(c) 

\  City,  State,  Zip  Code 

.City,  State,  Zip  Code 

(d) 

i 

1  County 

• 

1  (e) 

Unit  Identification 

' 

1.3  Parent  Company 

1.4  Enter  the  name  of  the  persin  in  your 

(Complete  if  applicable) 

company  to  whom  questions  regarding 

this  petition  may  be  directed: 

(a) 

* 

Name 

(a) 

(b) 

Mane 

Address 

(b) 

(c) 

Title 

1  City,  State,  Zip  Code 

(c) 

Address 

1 

(d) 

City,  State,  Zip 

(e)  (  ) 

Area  Code,  Telephone  Number  | 

2.0  FACILITY 

INFORMATION 

• 

_ J 

I  2.1  What  is  the  name  and  Standard  Industrial  Classification  (SlC)for  the  primary  end  I 

j  product(s)  manufactured  utilizing  the  energy  output  of  this  facility? 

If  the  SIC 

1  is  unknown,  enter  the  product  only  and  DOE  will  enter  the  SIC. 

(a) 

(b)  (c) 

(d) 

1  (1)  Name  of  Product 

1  (2)  Four  Digit  SIC 

1 .  — .  ■—  . . — '  ~  - 

-  - 
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2.2  For  what  type  of  installation  are  you  seeking  an  exemption?  (Check. one) 

(a)  [j  Package  Boiler  (b)  AT  Field  Erected  Boiler  (c)  l_J  Internal 

(d)  £1  Combustion  Turbine  (e)  ^7T  Combined  Cycle  Unit 


2.3  What  is  the  design  capacity  of  your  new  installation  (unit)? 

(a)  _ MMBTU's/Hour  Heat  Input  Rate(b)  (If  a  boiler:)  _ pounds  of  steam 

per  hour 


2.4  Are  there  other  units  at  the  site  of  the  new  installation  ‘(unit )  vAiich  individually 
have  a  design  «  heat  input  capacity  of  50  million  BTU's  per  hour,  or  greater? 


(a)  /_/  Yes. . .Answer  2.5 


(b)  !_!  No... Skip  to  2.6 


2.S  What  is  the  total  designed  heat  input  capacity  at  the  site  (counting  the  new  in¬ 
stallation  and  those  other  units  at  the  site  considered  in  Question  2.4  above  only)? 

_ MMBTU's  per  hour 


2.6  Have  you  filed  a  petition  with  ERA  for  classification  of  this  installation  (unit)  as 
EX  I  STING?" 

(a)  /_/  Yes... What  is  the  Docket  Number?  _ 

(b)  [j  No... Answer  2.7 


2.7 


Indicate  the  appropriate  classification  for  your  filing  as  a  New_  lnstallat:lon 
i(a)  □  As  of  April  20,  1977,  unit  was  not  operational. 

(b)  Q  Since  April  20,  1977,  unit  has  been  either  reconstructed,  refurbished, 
or  added  to,  and  the  cost  of  such  reconstruction,  refurbishment, 
or  addition  equals  or  exceeds  50%  of  the  price  of  a  replacement  unit.. 

(C)  □  Since  November  9,  1978,  unit  was  moved  from,  one  site  to  another. 


2.8 

(a) 

(b) 

(c) 

(d) 

(e) 


Indicate'  the  status  of  development  for  this  Installation  i(unit)  by  placing  an  "X"  in 
the  milestones  accomplished  as  of  the  date  of  this  Petition. 


n  Conceptual  stage 
7~7  Planning  stage 
7T  Preliminary  design  stage 
/T  Final  Design  Stage 
n  Proposals  Requested 


(f)  £j  Contract  executed 

(g)  /T  Construction  started 

(h)  /T  Construction  completed 

(i)  £j  Facility  operational 


2.8.1  What  is  the  date  the  installaticri  became  operational  or  the  date  it  is  projected  to 
*  become  operational?  _ _  . 
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;  3.0  EXEMPTION  INFORMATION 

Place  an  "X"  in  the  appropriate <bpx (es)  to  indicate  the  type  of 
exemption (s)  you  are  petitioning  for.  If  you  have  previously  sub* 
^  mitted  a  petition  for  exemption (s)  for  this  unit,  enter  the  docket 
nxunber.in  the  soace  ornvided, 

3.1  Temporary  exemptions  for  new  Installations 

Type  of  Exemption  Docket  Number 

a)  O  Lack  of  alternate  fuel  supply . . . 

b)  O  Site  limitations .  _ 

(c)  O  Inability  tjo  comply  with  applicable  environmental 

requirements . . 

d)  CD  Future  use  of  synthetic  fuels . . . _ 

e)  £7  Public  interest  exemption .  ~  _ 


3.2  Permanent  exemptions  for  new  installations 

Type  of  Exemption  Docket  Nunber 

Lack  of  alternate  fuel  supply  for  the  first  ten 

years  of  useful  life . . 

Lack  of  alternate  fuel  supply  at  a  cost  which  does 
not  substantially  exceed  the  cost  of  using 

petroleum . . . * _ 

Site  limitations . .’ . . 

Inability  to  comply  with  applicable  environmental 

requirement . '. . . 

Inability  to  obtain  adequate  capital . . 

State  or  local  requirements . . 

Cogeneration 

Permanent  exemption  for  certain  fuel  mixtures, 

containing  natural  gas  or  petroleum . . 

Emergency  purposes . . 

Product  and  process  requirements . . 

Scheduled  equipment  outages . .  . 


(a) 

O 

(b) 

O 

CD 

(d) 

D 

(e) 

O 

rj 

|g) 

O 

(h) 

O 

(i) 

O 

(j) 

to 

^k) 

CD 
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5,0  SOFFORTING  DOCUKENIAaiON  INFORMATION 


5.1 


Unless  your  petition  is  for  an  exemption  based  on  Fuel  Mixture* 
or  is  for  Temporary  Exemption (s>  only*  you  must  address 
in  your  Fuels  Decision  Report  (FDR)  the  feasibility  of  using  a 
method  of  Fluidized  Bed  Combustion  of  an  alternate  fuel 
in  this  unit.  As  applicable*  indicate  below  that:  Fluidized  Bed 
Combustian  is  discussed  in  your  FDR*  citing  the  FDR  Page  and  Chapter 
where  appearing*  or  that  the  issue  is  not  applicable  to  this 
petition. 

(«>a  Fluidized  Bed  Combustion  of  Coal  or  another 
alternate  fuel  is  addressed  in  the  FDR. 


(b>  FDR  Page 


Chapter 


(c)  £3  applicable.  Petition  is  for  Fuel  Mixture  Exemption 

or  for  Temporary  Exempt ion (s). only. 


5.2  You  must  submit  the  following  documents  in  support  of  your 
petition  for  exemption(s ) .  Enter  an  "X”  in  the  boxes  below 
to  indicate  that  the  documents  are  attached. 

(a)  13  Transmittal  Letter 

-  (b)  □  Fuels  Decision  Report 

(c)  Q  Schedule  D  (Fuel  Mixture) 

[Not  required  if  Petition  is  for  exemption 
based  on  Fuel  Mixture] 

(d)  [3  other  required  Schedules  as  indicated 

on  each  Exemption  Form  you  ere  submitting. 

(e)  □  Exemption  Form  for  each  exemption  being 

petitioned  for 


5*3  Indicate  by  entering  an  *'X"  in  the  box  below  if  additional  (discretionary) 
documentation  in  support  of  your  petition  is  attached.  List  the  additional 
documents  in  the  space  provided.  If  no  additional  docLrentaticn  is  attached, 
to  6.0. 

D  Additional  Documentation  Attached  and  listed  below 

(a)  _ 


skip 


(b) 

(c) 

W 

(e) 
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6.0  CEKIIFICATICW 

I  certify  that  .the  information  contained  herein  and  appended  hereto  is  true  anl5  accurate 
to  the  best  of  nty  knowledge. 


Kame 

Title 

;  Signature 

Kam© 

Title 

Signature 

i^te 

Title  16,  t3SC  1001,  makes  it  a  crime  for  any  person  knowingly  and  willingly  to  make 
to  any  Agency  or  Department  of  the  United  States  any  false,  fictitious  'or  fraudulent 
statements  as  to  any  matter  within  its  juris.3iction.  ^ 

Enter  any  additional  remarks  in  this  space: 
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DRAFT 


I^NSTRUCTIONS  -  GENERAL  FORM  FOR  NEW  INSTALLATION  EXEMPTION 
PETITION  -  ERA  FORM  -R 

1.0  IDENTIFICATION  INFORMATION 

1.1  Facility  Data  (Site):  This  inforiration  pertains  to  the 
site  where  your  new  installation  (unit)  is  located. 

(a)  Enter  the  name  by  which  the  facility  site  is 
identified. 

(b)  Enter  the  street  address  of  the  facility  site.. 

(c)  Enter  the  City  and  State  where  the  facility  site  is 
located  and  the  ZIP  code  of  the  address. 

(d)  Enter  the  County  in  which  the  facility  site  is 

located . 

(e)  Enter  the  specific  identification  of  the  new  unit. 

For  example,  boiler  #234. 

1.2  Operating  Company  Identification:  This  information 
relates  to  the  company  which  has  the  actual  responsibility  for 
the  operation  of  the  new  installation.  Included  under  the  meaning 
of  company  is  any  individual  corporation,  company,  partnership, 
association,  firm,  institution,  society,  trust,  joint  venture, 
stock  company,  or  County,  State  or  Federal  entity. 

(a)  Enter  the  complete  name  of  the  company. 

(b)  Enter  the  street  address  of  the  company. 

(c)  Enter  the  City  and  State  where  the  company  is  located 
and  the  ZIP  code  for  the  address. 
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1.3  Parent  Company  Data:  Complete  this  section  only  if  there 
is  an  entity  which  controls,  wholly  or  partially  owns,  or  is 
responsible  for  the  operating  company. 

(a)  Enter  the  name  of  the  entity. 

(b)  Enter  the  street  address  of  the  entity.  '  '  '' 

(c)  Enter  the  City  and  State  where  the  entity  is  located 
and  the  ZIP  code  of  the  address. 

1.4  Contact  Person  Identification:  This  information  should 
relate  to  an  individual  who  can  be  contacted  if  there  are  ouestion 
regarding  the  information  contained  in  this  petition. 

(a)  Enter  the  name  of  the  individual. 

(b)  Enter  the  title  by  which  the  individual  is 
identified  in  the  company. 

(c)  Enter  the  street  address  of  the  individual. 

(d)  Enter  the  City  and  State  where  the  individual  is 
located  and  the  ZIP  code  of  the  address. 

(e)  Enter  the  area  code  and  the  telephone  number  at 
which  the  individual  may  be  reached  during  normal  workino  hours. 

2.0  FACILITY  INFORMATION 

2.1  Name  of  Product  and  Standard  Industrial  Classification 
(SIC):  This  information  pertains  to  the  end  product{s)  which 

will  be  produced  using  the  energy  output  of  the  new  installation 
(unit).  Columns  (a),  (b),  (c)  and  (d)  are  provided  to  list  the 
name  and  SIC  for  each  end  product  produced. 
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(1)  Enter  the  conwon  narne  of  each  end  product 

produced. 

(2)  If  known,  enter  the  four  digit  Standard 
Industrial  Classification  (SIC)  for  each  end  product  produced. 

If  unknown,  leave  blank. 

2.2  Check  the  appropriate  box  that  indicates  the  type 

of  installation  (unit)  for  which  you  are  petitioning  for  exerpption(s). 

2.3  Provide  the  design  capacities  of  the  installation 
(unit)  by: 

(a)  Fuel  heat  input  rate  in  millions  of  British 
Thermal  Units  (MMBTU's)  per  hour. 

(b)  If  the  unit  is  a  boiler,  the  jounds 
of  steam  per  hour  (output). 

2.4  Indicate  whether  or  not  there  are  other  units 

at  the  same  site  having  individually  a  design  heat  input  rate 
capacity  of  50  million  British  Thermal  Units  (BTUs)  per  hour 
or  greater.  (Units  within  10  miles  of  each  other  will  be 
considered  by  ERA  to  be  at  the  same  site.) 

(a)  If  "Yes"  answer  question  2.5. 

(b)  If  "No"  go  on  to  question  2.6. 

2.5  If  your  answer  to  Question  2.4  is  "Yes",  indicate 
the  total  design  heat  input  rate  capacity  per  hour  in  millions 
of  British  Thermal  Units  (MMBTU's  per  hour)  at  the  site. 

Count  the  unit  for  which  this  petition  is  being  sutwfitted 

and  the  other  units  at  the  site  considered  in  answering 
Question  2.4. 
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2.6  Indicate  whether  or  not  you  have  petitioned  FRA 
for  classification  of  this  unit  as  an  Existing  Facility. 

If  "Yes/'  provide  the  Docket  Nuirber  assigned. 

2.7  Check  the  box  that  describes  the  basis  for  the  class¬ 
ification  of  this  unit  as  a  New  Installation. 

2.8  As  of  the  date  of  certification  of  this  petition, 
indicate  by  checking  the  appropriate  boxes,  the  irilestones 
accomplished  in  the  construction  of  this  installation  (unit): 

(a)  Check  this  block  if  the  installation  is  at  or 
beyond  the  conceptual  stage. 

(b)  If  ttiis  installation  is  at  or  beyond  the  planning 
stage,  check  this  block. 

(c)  If  at  or  beyond  the  preliminary  design  stage, 
check  this  block. 

(d)  Check  this  block  if  the  installation  is  at 
or  beyond  the  final  design  stage. 

(e)  If  bids  for  the  construction  or  pjrchase 

of  this  installation  have  been  requested,  check  this  block. 

(f)  If  a  contract  for  the  construction  or 
purchase  of  this  installation  has  been  execute<?,  check 
this  block. 

(g)  Check  this  block  if  the  construction  of 
this  installation  has  started. 

(h)  If  construction  of  this  installation  is 
completed,  check  this  block. 
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(i)  Check  this  blcxrk  if  the  installation  is 
now  operational. 

(Construction  means  substantial  physical  onsite  construction 
which  constitutes  more  than  clearance  of  the  site  or 
installation  of  foundation  pilings.) 

2.8.1  Enter  the  date  the  installation  became  operational,  or 
the  date  you  expect  it  to  become  operational. 

3.0  EXEMPTION  INFORMATION 

3.1  Check  the  box  for  each  type  of  temporary  exemption 
for  which  you  are  petitioning. 

3.2  Check  the  box  for  each  type  of  permanent  exenpt ion 
for  which  you  ere  petitioning. 

If  you  have  previously  petitioned  ERA  for  an  exerrption(s)  for 
this  unit,  enter  in  the  space  provided  beside  the  type  of 
exemption  the  Docket  Number  assigned  by  ERA. 

4.0  FUEL  DATA 

For  the  unit  that  you  are  petitioning  for  exen^ptionCs),  provide 
the  following  fuel  data: 

(a)  Check  all  fuel  types  that  the  unit  is  capable  of  burning 
as  a  Primary  Energy  Source. 

(b)  Check  vrtiat  fuel  type(s)  you  propose  to  burn  in 
this  unit  as  a  Primary  Energy  Source. 

(For  (a)  and  (b).  Primary  Energy  Source  is  defined  as  the 
fuel  or  fuels  used  by  a  major  fuel  burning  installation  for 
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normal  operation,  but  it  does  not  include  the  minimum 
amounts  of  fuel  required  for  unit  ignition,  startup,  testing, 
flame  stabilization  and  control  uses.) 

(c)  Provide  the  estimated  ten  year  average  of  annual  fuel 
consumption  for  this  unit  by  fuel  type. 

(d)  Provide  by  fuel  type  the  average  percent  of  annual  heat  input 
which  you  expect  will  be  devoted  to  ignition,  startup,  testing, 
flame  stabilization  and  control  uses  for  this  unit  over  a  ten 

year  period. 

4.5  Provide  the  estimated  annual  capacity  factor  (averaged 
for  ten  years)  that  was  used  in  the-  calculation  of  estimated  fuel 
consumption  in  (c)  above. 

5.0  SUPPORTING  DOCUMENTATION  INFORMATION 

5.1  If  you  are  petitioning  for  any  permanent  exemption 
except  Fuel  Mixtures,  you  must  demonstrate  in  your  Fuels  Decision 
Report  that  a  method  of  Fluidized  Bed  Combustion  of  coal  or  another 
alternate  fuel  has  been  considered  for  this  unit  and  that  such  a 
method  is  not  economically  or  technically  feasible. 

(a)  If  discussion  of  Fluidized  Bed  Combustion  is  applicable, 

I 

check  this  box  to  indicate  that  it  has  been  addressed  in  your 
Fuels  Decision  Report. 

(b)  If  Fluidized  Bed  Combustion  is  addressed  in  your 
Fuels  Decision  Report,  provide  the  page  and  chapter  numbers  where 
it  appears. 
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(c)  If  your  petition  is  for  an  exemption  based  on  Fuel 
Mixtures,  or  if  you  are  petitioning  for  temporary  eyemption(s)  only, 
check  this  box  to^indicate  that  discussion  of  Fluidized  Bed  Combustion 
in  your  Fuels  Decision  Report  is  not  applicable.  - 

5.2  This  section  serves  as  a  guide  and  checklist  to 
insure  that  all  mandatory  supporting  documentation  has  been 
completed  and  attached  to  your  petition. 

(a)  Check  this  box  to  indicate  that  your 

petition  for  exemption(s)  is  forwarded  by  a  transmittal  letter. 

(b)  Check  this  box  to  indicate  that  you  have 
developed  and  attached  a  Fuels  Decision  Report, 

(c)  Unless  you  are  petitioning  for  an  exemption  > 

for  Fuel  Mixtures,  Schedule  D  -  Fuel  Mixtures,  must  be  completed 
and  attached. 

(d)  Each  Exemption  Form  lists  specific  Schedule  Forms 
required  for  that  particular  exemption.  Check  this  box  to  indicate 
that  all  required  Schedule  Forms  for  the  type  of  exemption (s )  you 
are  petitioning  for  are  completed  and  attached. 

(e)  For  each  type  of  exemption  you  indicated  in 
Question  3.0  that  you  are  petitioning  for,  the  applicable 
Exemption  Form  must  be  prepared  and  submitted.  Check 
this  box  to  indicate  that  the  required  Exemption  Forms 
are  attached. 
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5.3  At  your  discretion  you  may  submit  other  documentation 
in  support  of  your  petition.  Check  this  block  to  indicate  if 
such  documentation  is  attached  and  list  the  attachments  in 
the  space  provided. 

6.0  CERTIFICATION 

(1)  If  you  are  filing  a  petition  for  exemption(s)  on  behalf 
of  a  corporation,  the  Chief  Executive  Officer  and  the  Chairman 
of  the  Board  of  the  company  shall  attest  in  writing  to  the 
accuracy  of  all  information  contained  in  or  appended  to  the 
petition. 

(2)  If  you  are  filing  a  petition  for  exemption(s)  on  behalf 
of  a  wholly-owned  subsidiary,  then  the  requirements  of  (1)  above 
shall  apply  to  the  subsidiary  and  to  the  parent  corporation  as 
well.  (Four  signatures  may  be  required.) 

(3)  If  you  are  filing  on  behalf  of  an  entity  other  than 
a  corporation,  the  Chief  Management  Officer  shall  attest  in 
writing  to  the  accuracy  of  all  information  contained  in  or 
appended  to  your  petition. 
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Ponn  Approved 

U.S.  DEPARTMENT  OF  ENERGY  omb  no. 


A  -  Washington,  0.  C.  20461 

TEMPORARY  EXEMPTION  FOR  FUTURE  USE 
OF  SYNTHETIC  FUELS*  FOR  NEW  POWERPLANTS 
AND  NEW  INSTALLATIONS 


If  you  are  petitiorang  for  a  Tarporary  Exenption  for  future 
tise  of  synthetic  fuels  for  a  new  fowerplant  or  a  new  major  fuel 
burning  installation',  your  filing  requirements  include  the 
appropriate  General  Exemption  Form,  a  Fuels  Decision 
Report,  the' appropriate  schedules,  this  form,  and  all 
p<2rtinent  fees. 

A  separate  Tenporary  Exenption  form  mist  be  submitted  for  each 
urlt  for  \^ch  you  are  seeking  an  exerption. 


1.0  IDENTIFICATION  INFORMATION 


What  is  the  name  of  the  facility,  operating  company  and  the  person  responsible  for 
this  form? 


1.1  Facility  Data  (site): 

(a)  _ 

Name 

(b)  _ 

Unit  Identification 


1.3  Name  of  person  in  your  company  to  whom  questions  regarding  this  petition  may 
be  directed  if  different  from  the  General  Form: 

(a)  _ _ 

Name 

(b)  _ _ 

Title 

(c)  (  ) _ 

Area  Code,  Telephone  Number 


1.2  Operating  Company  Identification: 

(a)  _ 

Name 


2.0  CERTIFICATION 


I  certify  that  the  information  contained  herein  and  appended  hereto  is  true  and 
accurate  to  the  best  of  my  knov;ledge. 

Name  Title  '  Signature  Date 


Name  Title  Signature  Date 

Title  18,  use  1001,  makes  it  a  crime  for  any  person  knowingly  and  willingly  to  make 
to  any  Agency  or  Department  of  the  United  States  any  false,  fictitious  or  fraudulent 
statements  as  to  any  matter  within  its  jurisdiction. 
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3.0  SYNTHETIC  FUEL  INFOW^iATION  _ 


3.1  Is  the  application  for  a  new  unit  at  a  currently  operating  facility? 

(a)  [J  Yes... Answer  3.2  (b)  [J  No... Skip  to  3.3 


3.2  What  fuels  are  currently  being  burned  at  the  site?  (Check  all 
applicable  fuels.) 


3.3  Will  the  synthetic  fuel  be  used  only  for  v.he  new  unit  or  the  existing  units? 
(a)  /~7  New  Unit... Skip  to  4.0  (b)  /~  Existing  Units. .  .Answer  3.4 


3.4  What  is  the  total  annual  volume  of  fuel  that  will  be  replaced  annually  by  the 
synthetic  fuel  including  the  new  unit? 

(a)  Fuel  type; _ 

(b)  Volume: _ 


4.0 

EXEMPTION  DATA 

4.1 

When  will  the  synthetic  fuel  become 

Month 

available  for  use  at  the  facility? 

Year 

5.0 

AVAILABILITY  OF  SYNTHETIC  PRODUCT 

5.1  Is  the  synthetic  fuel  to  be  developed: 

(a)  l_J  by  applicant,  at  site  being  applied  for?... Skip  to  7.0 

(b)  /_/  by  applicant,  at  another  facility?. . .Answer  6.0 

(c)  rr  by  another  company?. .  .Answer  6.0 


6.0  SYNTHETIC  FUEL  PRODUCER  INFORMATION 


g  J  wnat  is  tne  neune  of  tne  syntnetic  fuel? 


6.2  What  is  the  producer's  name  and  address? 

Ncune  _ 

Street  Address _ _ 

-  - -  --  -  State _  Zip  Code 
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,  6.3  What  is  the  neune,  title  and  telephone  number  of  a  contact 
person  for  this  producer? 


Neune 

Title  . 

(  ) 
Telephone 


7.0  SUPPORTING  DOCUMENTATION 


In  support  of  your  Petition  for  a  Temporary  Exemption  for  Future  use  of  Synthetic 
Fuels,  you  are  required  to  address  specific  issues  in  your  Fuels  Decision  Report. 
Complete  the  following  questions  to  provide  ERA  with  a  sunmary  of  your  responses 
and/or  to  indicate  .that  such  issues  have  been  addressed.  As  appropriate,  indicate 
the  page  and  chapter  number  where  the  Issues  are  discussed  In  the  Fuels  Decision 
Report  (FDR). 


As  part  of  your  Fuels  Decision  Report  have  you  provided  the  following: 


7.1  copies  of  economic  and  technical  feasibility  studies  pertaining  to  the  use  of 
synthetic  fuels  by  your  proposed  unit? 

(a)  n  Yes  (b)  /“T  No  (c)  FDR  Page _ Chapter _ 


7.2  reliable  evidence  of  the  financial  conmitments  you  have  made  to  construct, 
operate  and  maintain  equipment  which  will  use  synthetic  fuel  as  the  primary 
energy  source  at  the  end  of  the  proposed  exemption  period? 

I 

(a)  /T  Yes  (b)  No  (c)  FDR  Page _  Chapter _ 


7.3  copies  of  bid^  requests,  advertisements,  contracts  and/or  other  agreements 
relating  to  the  production,  purchase,  and  transportation  of  synthetic  fuel? 

(a)  [J  Yes  (b)  [J  No  (c)  FDR  Page _  Chapter _ 


7.4  information  with  regard  to  permits  that  may  be  required  by  Federal  or  State 
agencies  for  the  construction  and  operation  of  a  powerplant  using  synthetic 
fuels? 

(a)  £J  Yes  (b)  No  (c)  FDR  Page _  Chapter _ 


Enter  ar\y  additional  remarks  in  this  space: 
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TEMPORARY  EXEMPTION  FOR  FUTURE  USE  OF  SYNTHETIC  FUELS 

FOR 

NEW  POWERPLANTS  AND  NEW  INSTALLATIONS 

Instructions 


I.  Authority/Purpose 

This  exemption  is  required  pursuant  to  the  provisions  of  Title  10 
of  the  Code  of  Feoeral  Regulations,  Parts  503.24  and  505.14, 

Public  Law  95-620,  Powerplant  and  Industrial  Fuel  Use  Act 
of  1976  (FUA)  to  be  filed  with  the  Economic  Regulatory  Administra¬ 
tion  (ERA)  for  any  company  seeking  a  temporary  exemption  for  Future 
Use  of  Synthectic  Fuels  for  new  powerplants  or  new  installations. 

If  you  are  petitioning  for  a  Temporary  Exemption  for  use  of 
synthetic  fuels  for  new  powerplants  or  new  installations  your  filing 
requirements  include  the  appropriate  General  Form,  a  Fuels  Decision 
Report,  the  appropriate  schedules,  this  form,  and  all  pertinent  fees. 

The  information  provided  in  this  form  will  be  used  by  ERA  to  perform  an 
evaluation  of  powerplants  and  installations  seeking  a  temporary  exemption. 


II.  Where  to  submit  the  temporary  exemption  form: 

Submit  Form  ERA-302  in  triplicate  (3)  to: 

Department  of  Energy 
Economic  Regulatory  Administration 
2UU0  N  Street,  N.  W.  Room 
Washington,  D.  C.  20461 


III.  Temporary  Exemptions  for  use  of  Synthetic  Fuels  Form 
Section  1.0  Identification  Information 

1.1  Facility  Data  (Site).  This  information  pertains  to  the  site  where 
the  new  Synthetic  Fuels  Powerplant  (Unit)  or  New  Synthetic  Fuels  Major 
Fuel  Burning  Installation  (Unit)  is  located. 

(a)  Enter  the  name  of  the  facility  where  the  unit  is  located. 

(b)  Enter  the  specific  identification  of  the  unit. 

1.2  Operating  Company  Identification. 

(a)  Enter  the  name  of  the  company  that  has  the  responsibility  for 
the  operation  of  the  unit.  Included  under  the  meaning  of  company  is 
any  individual  corporation,  partnership,  association,  firm,  institution, 
society,  trust,  joint  venture,  stock  company,  or  County,  State  or 
Federal  entity. 
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i.3  ixiarae  of  person  responsible  for  this  application.  The  information  • 
snoula  relate  to  an  individual  who  can  be  contacted  if  there  are  any 
questions  regarding  the  information  contained  in  this  Synthetic 
Fuels  Form. 

(a)  Enter  the  name  of  the  individual. 

(b)  Enter  the  title  by  which  the  individual  is  identified  in 
the  company. 

(c)  Enter  the  area  code  and  telephone  number  at  which  the 
individual  may  be  reached  during  normal  working  hours. 


Section  2.0  CERTIFICATION 

(1)  If  you  filing  a  petition  for  an  exemption  on  behalf  of  a 
corporation,  the  Chief  Executive  Officer  and  the  Chairman  of  the 
Board  of  the  company  shall  attest  in  writing  to  the  accuracy 

of  all  information  contained  in  or  appended  to  the  petition. 

(2)  If  you  are  filing  a  petition  for  an  exemption  on  behalf 
of  a  wholly-owned  subsioiary,  then  the  requirements  of  (1)  above 
shall  apply  to  the  subsidiary  and  to  the  parent  corporation 

as  well.  (Four  signatures  may  be  required.) 

(3)  If  you  are  filing  on  behalf  of  an  entity  other  than  a 
corporation,  the  Chief  Managerial  Officer  shall  attest  in  writing 
to  the  accuracy  of  all  information  contained  in  or  appended 

to  the  petition. 


Section  3.0 

3.1  Check  (a)  "yes"  if  the  application  is  for  a  new  unit 
at  a  currently  operating  facility.  If  you  check  "yes,"  answer 
question  3.2.  Check  (b)  "no"  if  it  is  not  a  new  unit  at  a  currently 
operating  facility.  If  you  check  "no,"  skip  to  question  3.3. 

3.2  If  you  checked  (a)  "yes"  in  question  3.1,  check  what  fuel 
(or  fuels)  is  currently  being  burned  at  the  site  (operating 
facility). 

3.3  Indicate  whether  or  not  the  synthetic  fuel  will  be  used  for: 

a.  the  new  unit  only;  if  you  check  "a,"  skip  to  question  4.0. 

b.  existing  units  also;  if  you  check  "b,"  answer  question  3.4. 

3.4  If  you  checked  (b)  in  question  3.3;  that  is,  that  synthetic  fuel 
will  be  used  in  existing  units  also, *  indicate  (a)  the  fuel  type  and  (b) 
the  total  annual  volume  of  fuel  that  will  be  replaced  annually  by 
synthetic  fuel. 
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Section  4.0  Exemption  Data. 

4.1  Indicate  the  month  and  year  when  the  synthetic  fuel  will 
become  available  for  use  at  the  facility. 


Section  5.0  Availability  of  Synthetic  Product. 

5.1  Indicate  how  the  synthetic  fuel  is  to  be  developed  by  checking 
(a)  if  it  will  be  developed  by  the  applicant  at  the  proposed  site. 

If  you  check  "a,"  skip  to  question  7.0.  Check  (b)  if  it  will  be  deveJ.oped 
by  the  applicant  at  another  facility,  other  than  that  being  applied  for 
ana  answer  question  6.0.  Check  (c)  if  the  synthetic  fuel  will 
be  developeo  by  another  company  and  answer  question  6.0. 


Section  6.0  If  you  checked  (b)  or  (c)  in  item  5.1;  that  is,  that  the 
synthetic  fuel  will  be  developed  (b)  by  the  applicant  at  another  site,  or 
(c)  by  another  company,  further  information  is  required: 

6.1  Indicate  the  name  of  the  synthetic  fuel 

6.2  Inoicate  the  street  address.  City,  State  and  ZIP  Code  of  the 
synthetic  fuel  producer. 

6.3  Indicate  the  name  of  the  contact  person  of  the  synthetic  fuel 
prouucer,  including  his  or  her  title  and  phone  number  including  area  code. 

Section  7.U  Supporting  Documentation. 

In  support  of  your  Petition  for  the  Future  Use  of  Synthetic  Fuels 
Exemption,  you  are  required  to  address  specific  issues  of  your 
Fuels  Decision  Report.  In  completing  the  questions  in  Section 
7.0,  provide  ERA  with  a  summary  of  your  responses  and/or  indicate 
that  such  specific  issues  have  been  addressed.  As  appropriate, 
indicate  the  page  and  chapter  (or  attachment  number)  where  the 
issues  are  discussed  in  the  Fuels  Decision  Report. 

7.1  through  7.4  Check  "yes"  or  "no"  and  indicate  the  chapter  and  page. 
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* 

ERA- 

Form  Approved 

OMB  No. 

A 

U.S.  DEPARTMENT  OF  ENERGY 

Washington,  D.C.  20461 

r\QACT  TEMPORARY  PUBLIC  INTEREST  EXEMPTION 

L/lxrAr  1  for  new  powerplants  and  new  installations 

If  you  are  petitioning  for  a  temporary  Public 

Interest  Exemption  for  a  new  powerplant  or  a  new  major 
fuel  burning  installation,  your  filing  requirements  include 
the  appropriate  General  Exemption  Form,  a  Fuels  Decision 
Report,  the  appropriate  schedules,  this  form  and  all 
pertinent  fees. 

1 

A  separate  temporary  Public  Interest  Exemption  form 
must  be  submitted  for  each  unit  for  which  you  are  seeking 
an  exemption. 

* 

1.0 

IDENTIFICATION  INFORMATION 

• 

What 

this 

is  the  name  of  the  facility,  operating  company  and  the  person  responsible  for 
form? 

1.1 

(a) 

Facility  Data  (site): 

1.2  Operating  Company  Identification: 

(a) 

(b) 

Name 

Name 

Unit  Identification 

1.3 

(a) 

Name  of  person  in  your  company  to  whan  questions  regarding  this  petition  may 
be  directed  if  different  from  the  General  Form: 

(b) 

Name 

(c) 

Title 
(  ) 

Area  Code,  Telephone  Number 

2.0 

CERTIFICATION 

I  certify  that  the  information  contained  herein  and  appended  hereto  is  true  and 
accurate  to  the  best  of  my  knowledge. 

• 

Name 

Title 

Signature 

Date  1 

Ncune  Title  Signature  Date 

Title  18,  use  1001,  makes  it  a  crime  for  any  person  knowingly  and  willingly  to  make 
to  any  Agency  or  Department  of  the  United  States  any  false,  fictitious  or  fraudulent 
statements  as  to  any  matter  within  its  jurisdiction. 
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-  3.0 

For  what  reason  are  you  seeking  a 

temporary  pub' 

lie  interest  exemption? 

(a) 

u 

Economic 

(g) 

'  o 

Historical 

(hi 

u 

Transportation 

(h) 

D 

Health/Safety 

(c) 

o 

Unempl oyment 

(i) 

u 

Environmental 

(d) 

u 

Waste  Disposal 

(j) 

U 

State  or  local  requirement 

(e) 

D 

Waste  Treatment 

(k) 

D 

Other,  specify: 

(f) 

U 

Available  Water 

I  4.0  If  granted  a  temporary  "public  interest"  exemption,  in  which  year  do  you  expect 

to  achieve  your  goal  to  utilize  an  alternate  fuel  as  a  primary  energy  source! 

(a)  l_J  1st  year  (d)  /~7  4th  year 

(b)  £j  2nd  year  (e)  [j  5th  year 

(c)  [J  3rd  year 

I  5.0  SUPPORTING  DOCUMENTATION  INFORMATION  ,* 

In  support  of  your  Petition  for  Public  Interest  Exemption,  you  are  required  to  address 
specific  issues  in  your  Fuels  Decision  Report.  Complete  the  following  questions  to 
provide  ERA  with  a  summary  of  your  responses  and/or  to  indicate  that  such  issues  have 
been  addressed.  As  appropriate,  indicate  the  page  and  chapter  number  where  the  issues 
are  discussed  in  the  Fuels  Decision  Report  (FDR). 


' 

- 1 

FDR  Page 
(a) 

r  . .  '  — 

Chapter 

5.1  Are  jrou  unable  to  comply  with  the  applicable  prohibitions  imposed  by  the  Act,  ex¬ 
cept  In  extraordinary  clrcmstances  during  the  period  for  which  exemption  Is  re¬ 
quested,  but  that  you  will  be  capable  of  complying  at  the  end  of  the  proposed 
exemption  period?  ^ 

5.2  Mould  the  grantinc,  of  the  petition  be  In  accord  with  the  purposes  o;  the  Act  and 

In  the  public  Inti  rest? 

5.3  Arc  you  eligible  for  a  temporary  exemption  baaed  on  either  lack  of 
alternate  fuel  supply,  site  limitations,  or  cnvironawntal  require¬ 
ments,  if  you  are  petitioning  for  a  new  powerplant?  i 

5.4  ^e  you  eligible  for  any  other  temporary  exemption  contained  in 

Section  211  of  the  Act,  if  you  are  petitioning  for  a  new 
installation? 

_ * _ 

■  ■ 

Enter  any  additional  reOHrks  In  this  space: 
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TEMPORARY  PUBLIC  INTEREST  EXEMPTION 
FOR 

NEW  POWERPLANTS  AND  NEW  INSTALLATIONS 

Instructions 

I.  Authority/Purpose 

This  form  is  required  pursuant  to  the  provisions  of  Title 
10  of  the  Code  of  Federal  Regulations,  Part  503.25,  and 
505.15  Public  Law  95-620,  Powerplant  and  Industrial  Fuel 
Use  Act  of  1978  (FUA),  to  be  filed  with  the  Economic 
Regulatory  Administration  for  powerplants  and  installations 
seeking  a  temporary  exemption  from  the  prohibitions  of  the 
Fuel  Use  Act. 

II.  Where  Lo  submit  the  temporary  exemption  form. 

Submit  Form  ERA-  303  in  triplicate  (3)  to: 

Department  of  Energy 
Economic  Regulatory  Administration 
2000  M  Street,  N.W.  Room 
Washington,  D.  C.  20461 

If  you  are  representing  an  installation  file  the  General 
installation  form.  If  you  are  representing  a  powerplant, 
you  must  file  the  General  Powerplant  Form.  In  addition, 
you  must  file  a  Fuels  Decision  Report,  this  form  and  any 
pertinent  fees.  The  information  provided  in  this  Form 
will  be  used  by  ERA  to  perform  an  evaluation  of  powerplants 
and  installations  seeking  a  temporary  exemption.  A  separate 
exemption  form  must  be  submitted  for  each  unit  for  which  you 
are  seeking  an  exemption. 

III.  Temporary  Public  Interest  Form 
Section  1.0  Identification  Information. 

1.1  Facility  Data  (Site).  This  information  pertains  to 

the  site  where  the  New  Public  Interest  Powerplant  (Unit)  or  Public 
Interest  Installation  (Unit)  is.  located. 

(a)  Enter  the  name  of  the  facility  where  the  unit  is  located. 

(b)  Enter  the  specific  identification  of  the  unit.  For 
example:  Boiler  #21. 

1.2  Operating  Company  Identification. 

(a)  Enter  the  name  of  the  company  that  has  the 
responsibility  for  the  operation  of  the  unit.  Included  under  the 
meaning  of  company  is  any  individual  corporation,  partnership, 
association,  firm,  institution,  society,  trust,  joint  venture, 
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Stock  company,  or  County,  State  or  Federal  entity. 

1.3  Name  of  person  responsible  for  this  application. 

The  information  should  relate  to  an  individual  who  can  be 
contacted  if  there  are  any  questions  regarding  the  information 
contained  in  this  Public  Interest  Form. 

(a)  Enter  the  name  of  the  individual. 

(b)  Enter  the  title  by  which  the  individual  is 
identified  in  the  company. 

(c)  Enter  the  area  code  and  telephone  number  at  which 
the  individual  may  be  reached  during  normal  working  hours. 

Section  2.0  CERTIFICATION 

(1)  If  you  are  filing  a  petition  for  exemption(s)  on  behalf 
of  a  corporation,  the  Chief  Executive  Officer  and  the  Chairman 

of  the  Board  of  the  company  shall  attest  in  writing  to  the  accuracy 
of  all  information  contained  in  or  appended  to  your  petition. 

(2)  If  you  are  filing  a  petition  for  exemption(s)  on  behalf 
of  a  wholly-owned  subsidiary,  then  the  requirements  of  (1)  above 
shall  apply  to  the  subsidiary  and  to  the  parent  corporation 

as  well.  (Four  signatures  maybe  required.) 

(3)  If  you  are  filing  on  behalf  of  an  entity  other  than  a 
corporation,  the  Chief  Managerial  Officer  shall  attest  in  writing 
to  the  accuracy  of  all  information  contained  in  or  appended  to  the 
petition. 

Section  3.0.  Reason  for  Temporary  Public  Interest  Exemption. 

Check  the  line  which  best  describes  the  reason  for  the  Temporary 
Public  Interest  Exemption. 

Section  4.0.  Indicate  the  year  in  which  you  expect  to  achieve 
your  goal  if  granted  the  Temporary  Public  Interest  Exemption. 

Section  5.0.  Supporting  Documentation. 

In  support  of  your  petition  for  the  Public  Interest  Exemption, 
you  are  required  to  address  specific  issues  in  your  Fuels  Decision 
Report.  In  completing  the  questions  in  Section  5.0,  provide  ERA  with 
a  summary  of  your  responses  and/or  indicate  that  such  specific  issues 
have  been  addressed.  As  appropriate,  indicate  the  chapter  and  page 
(or  attachment  number)  where  the  issues  are  discussed  in  the  Fuels 
Decision  Report. 
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ERA-  Form  Approved 

U.S.  DEPARTMENT  OF  ENERGY  m  mmt  1 

Washington,  D.C.  20461  I 

EXEMPTION  DUE  TO  A  LACK  OF  ALTERNATE  FUEL 

FOR  NEW  POWERPLANTS  AND  NEW  INSTALLATIONS 

t 

t 

- 

If  you  are  petitioning  for  a  permanent  or  a  tem¬ 
porary  exemption  for  a  new  power  plant  or  a  new  in¬ 
stallation  due  .to  lack  of  alternate  fuel,  you  must 
file  the  appropriate  General  Form,  a  Fuels  Decision 
Report,  this  form,  and  the  appropriate  schedules. 

A  separate  Lack  of  Alternate  Fuel  Exemption  Form 
must  be  submitted  for  each  unit  and  alternate  fuel 
for  which  you  are  seeking  an  exemption. 

1.0 

IDENTIFICATION  INFORMATION 

- 

What 

this 

Is  the  name  of  the  facility,  operating  company  and  the  person  responsible  for 
form? 

1.1 

Facility  Date  (Site): 

1.2,  Operating  Company  Identification 

(a) 

(a) 

(b) 

Neune 

Name 

! 

Unit  Identification  -  •  - 

1 

i 

1.3 

Name  of  person  In  your  company  to  whom  questions  regarding  this  petition  may  be 
directed  If  different  from  the  General  Form; 

(a) 

• 

(c)  (  ) 

(b) 

Name 

*  Area  Code,  Telephone  Number 

Title 

2.0 

CERTIFICATION 

I  certify  that  the  Information  contained  herein  and  appended  hereto  Is  true  and  accurate 
to  the  best  of  liiy  knowledge. 

Name 

Title 

Signature 

Date 

Name 

Title 

Signature 

Date 

Title  18,  use  1001,  makes  It  a  crime ’for  any  person  knowingly  and  willingly  to  make  to 
any  Agency  or  Department  of  the  United  States  any  false,  fictitious  or  fraudulent  state¬ 
ments  as  to  any  matter  within  Its  jurisdiction. 
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3.0  SCHEDULES  REQUIRED  FOR  LACK  OF  ALTERNATE  FUEL  EXEMPTION 

Note:  (1)  If  this  is  a  permanent  exemption,  answer  3.1  below. 

? 

(2)  If  this  is  a  temporary  exemption,  skip  to  3.2. 


/~7  Temporary  Exemption.  Lack  of  Alternate  Fuel  Supply  at  a  Cost  which  does  not  Sub¬ 
stantially  Exceed  the  Cost  of  using  Imported  Petroleum  During  the  Period  of  the 
Exemption.  You  must  complete  this  form  in  its  entirety  plus  the  general  exemption 
form  mentioned  previously  and  the  follpwing: 

(1)  [J  Schedule  (A)  Cost  Test  (Power  plants  only) 

(2)  n  Schedule  (B)  Cost  Test  (Installations  only) 

(3)  Schedule  (C)  Alternate  Power  Supply  (Power  plants  only) 

(4)  ^hedule  (D)  Fuel  Mixtures 

(5)  Schedule  (E)  Alternative  Site 
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SUPPORTING  DOCUMENTATION  AND  GENERAL  DATA 


To  support  your  Petition  for  exemption  you  are  required  to 
address  specific  issues  in  your  Fuels  Decision  Report.  For 
each  of  the  following  issues,  indicate  the  Chapter  and  Page 
(or  Attachment  Number)  where  the  issues  are  discussed  in  the 
Fuels  Decision  Report:  ‘ 


Fuels  Decision  Report 
Page  I  Chapter 


(a)  A  description  of  the  specific  fuel  characteristics 
of  the  alternate  fuel  you  considered  in  good  faith 
effort  to  comply  with  the  applicable  prohibition  and 
for  which  this  exepiption  is  submitted. 


Type  Fuel 


BTU 'S/Unit 


(a)  A  description  of  the  alternate  unit  designs  you  con¬ 
sidered  in  a  good  faith  effort  to  comply  with  the 
applicable  prohibitions: 


4.3  A  description  of  the  detailed  design  requirements  for  the 
new  power  plant  as  specified  by  the  purchaser,  including 
capacity,  alternate  fuel  capability,  and  all  other  specifi¬ 
cations. 


4.4  A  description  of  the  specific  fuel  characteristics  of  all 
the  fuels  which  can  be  used  by  the  new  unit. 


4.5  You  made  a  good  faith  effort  to  obtain  an  adequate  and 
reliable  supply  of  an  alternate  fuel  of  the  quality  nec¬ 
essary  to  conform  to  design  and  operational  requirements 
of  the  new  unit.  . 
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4.6  Which  of  the  following  alternate  fuels  have  you  (1)  considered  for  use  as  a  primary 
energy  source,  and  (2)  which  have  you  submitted  an  exemption  based  on  lack  of  al¬ 
ternate  fuel? 


LIQUID  FUELS 

Considered 

Submi tted 
an 

Exemption 

SOLID  FUELS 

Considered 

Submi tted 
an 

Exemption 

Synthetic  Oil 

Petroleum  Coke 

Liquid  Refinery 
Wastes 

Municipal,  Indus¬ 
trial,  and  Agri¬ 
cultural  Wastes 

Shale  Oil 

Wood 

Other;  Specify: 

Solid  Refinery 
Wastes 

1 - 

Biomass 

GASEOUS  FUEL 

Solid  Renewable; 
Specify: 

Gaseous  Refinery 
Wastes 

Gaseous  Industrial 
Wastes 

Other;  Specify: 

Other;  Specify: 

Note:  (1)  If  you  are  requesting  a  temporary  exemption,  answer  section  5.0  below. 

(2)  If  you  are  requesting  a  permanent  exemption  based  on  cost,  skip  to 
section  6.0. 


(3)  If  neither  (1)  or  (2)  above  is  applicable,  skip  to  section  7.0 


5.0  TEMPORARY  EXEMPTION  FOR  LACK  OF  ALTERNATE  FUEL 


Indicate  the  page  and  chapter  (or  Attachment  Number)  where  these 
issues  are  discussed  in  the  Fuels  Decision  Report  (FDR). 

FDR 

Page 

Chapter 

5.1  Demonstrate  that  an  adequate  and  reliable  supply  of  an  alter¬ 
nate  fuel  of  the  quality  necessary  to  conform  to  the  design 
and  operational  requirements  of  the  new  power  plant  will  not 
be  available  for  the  period  of  the  proposed  exemption. 

5.2  The  cost  of  using  such  a  supply  would  substantially  exceed  the 
cost  of  using  imported  petroleum  as  a  primary  energy  source  as 
defined  In  Section  503.5  (cost  calculation)  of  the  FUA  regu¬ 
lations  (see  Schedule  (A)  (B)). 
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5.0  TEMPORARY  EXEMPTION  (Continued) 


Indicate  the  page  and  chapter  (or  Attachment  Number)  where  these 
issues  are  discussed  in  the  Fuels  Decision  Report  (FDR). 


5.3  You  will  be  able  to  comply  with  the  applicable  prohibitions 
of  these  regulations  at  the  end  of  the  proposed  exemption 
period. 


5.4  Evidence  that  you  sought  to  obtain  the  full  range  of  alter¬ 
nate  fuels  and  fuel  characteristics  which  could  be  used  by 
the  new  power  plant,  including  bid  requests,  and/or  adver¬ 
tisements  for  supply  contracts  and  all  responses  thereto,  as 
well  as  any  other  arrangements  you  attempted  to  make  to  secure 
supplies. 


5.5  Evidence  of  the  contracts  or  other  arrangements  you  have  made 
to  insure  a  reliable  and  adequate  supply  of  an  alternate  fuel 
at  the  end  of  the  proposed  exemptions. 


5.6  All  data  required  by  cost  calculations  o**  section  5.6  of  FUA 
regulations  necessary  for  computing  the  cost  calculation 
formul a .  '  ' 


5.7  A  description  of  the  approach  and  methodology  you  used  to 
search  for  and  evaluate  the  use  of  the  alternate  fuel  you 
considered. 

(Skip  to  7.0) 


Chapter 


6.0  PERMANENT  EXEMPTION  FOR  LACK  OF  ALTERNATE  FUEL  AT  A  COST  WHICH  DOES  NOT  SUBSTAN¬ 
TIALLY  EXCEED  THE  COST  OF  USING  IMPORTED  PETROLEUM 


Indicate  page  ’and  chapter  (or  Attachment  Number)  where  these  issues 
are  discussed  in  the  Fuels  Decision" Report  (FDR). 


6.1  Demonstrate  that  the  cost  of  using  such  a  supply  would  substan¬ 
tially  exceed  the  cost  of  using  imported  petroleum  as  a  primary 
energy  source  during  the  useful  life  of  the  new  unit  as  defined 
in  cost  calculation  Section  of  FUA  regulations. 

6.2  All  data  required  by  Section  503.5  of  these  regulations  (Cost 
Calculation)  necessary  for  computing  the  cost  calculation 
formula  (See  Section  6.0  of  the  regulations).  \ 


Chapter 


9100  NOTICES 

PERMANENT  EXEMPTION  DUE  TO  A  LACK  OF  ALTERNATE  FUEL 

FOR 

NEW  POWERPLANTS  AND  NEW  INSTALLATIONS 


I.  Authority/Purposes.  This  form  is  required,  pursuant  to  the 
provisions  of  Title  10  of  the  Code  of  Federal  Regulations,  Part 
503.31,  503.32,  505.21,  505.22,  and  Public  Law  95-620,  Powerplant 
and  Industrial  Fuel  Use  Act  of  1978  (FUA),  to  complete  a 
petition  to  the  Economic  Regulatory  Administration  (ERA)  for  any 
exemptions  from  the  prohibitions  imposed  under  Title  II,  Section 

'  212(a)(1)(A),  of  FUA.  The  information  provided  by  this  Form ' 
will  be  used  by  ERA  to  perform  an  evaluation  of  the  petitioner's 
eligibility  for  an  exemption. 

II.  Who  may  submit.  Form  ERA-304  must  be  submitted  by  owners 
of  powerplants  and  installations  who  are  petitioning  for  any 
exemptions  under  Title  II  for  units  classified  "New"  under  the 
definition  of  Section  103  of  FUA,  and  for  those  units  which,  upon 
petitioning  to  ERA  for  classification  were  not  classified  "Existing 

III.  To  Whom.  Submit  Form  ERA-304and  all  accompanying  documents 
in  triplicate  (3)  to: 

Department  of  Energy 

Economic  Regulatory  Administration 

2000  M  Street,  N.W.,  Room  _ 

Washington,  D.  C.  20461 

IV.  Labeling.  "Petition  for  Permanent  Exemption  -  for  New 
Installation,"  or  "New  Powerplant"  should  be  clearly  labeled, 
both  on  the  petition  and  on  the  outside  of  the  envelope  in  which 
the  petition  is  transmitted. 

V.  When  to  File.  A  petition  for  exemption(s)  may  be  filed  at  any 
time  after  May  8,  1979  . 

1.0  IDENTIFICATION  INFORMATION. 

1.1  Facility  Data  (Site):  This  information  pertains  to  the 
site  where  the  new  facility  is  located. 

(a)  Enter  the  name  by  which  the  unit  is  identified. 

(b)  Enter  the  specific  identification  of  the  new  unit. 
For  example.  Boiler  #6,  Unit  #3,  etc. 
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1.2  Operation  Company  Identification:  This  information 
relates  to  the  company  which  has  the  actual  responsibility  for  the 
operation  of  the  new  unit.  Included  under  the  meaning  of 
company  is  any  individual  corporation,  company,  partnership, 
association,  firm,  institution,  society,  trust,  joint  venture, 
stock  company  or  County,  State  or  Federal  entity.  Enter  the 
complete  name  of  the  company. 

1.3  Contact  Person  Identification:  This  information  should 
relate  to  an  individual  who  can  be  contacted  if  there  are  questions 
regarding  the  information  contained  in  this  petition. 

(a)  Enter  the  name  of  the  individual. 

(b)  Enter  the  title  by  which  the  individual  is  identified 
in  the  company. 

(c)  Enter  the  area  code  and  the  telephone  number  at 
which  the  individual  may  be  reached  during  normal  working  hours. 


2.0  CERTIFICATION 

(1)  If  you  are  filing  a  petition  for  exemption(s)  on  behalf  of  a 
corporation,  the  Chief  Executive  Officer  and  Chairman  of  the  Board 
of  the  company  shall  attest  in  writing  to  the  accuracy  of  all 
information  contained  in  or  appended  to  your  petition. 

(2) _  If  you  are  filing  a  petition  for  exemption(s)  on  behalf  of  a 
wholly-owned  subsidiary,  then  the  requirements  of  (1)  above  shall 
apply  to  the  subsidiary  and  to  the  parent  corporation  as  well. 

(Four  signatures  may  be  required.) 

(3)  If  you  are  filing  on  behalf  of  an  entity  other  than  a 
corporation,  the  Chief  Managerial  Officer  shall  attest  in  writing 
to  the  accuracy  of  all  information  contained  in  or  appended  to 
your  petition. 

3.0  SCHEDULES  REQUIRED  FOR  LACK  OF  ALTERNATE  FUEL  EXEMPTION. 

3.1  This  section  is  to  be  completed  only  if  you  are  requesting 
a  permanent  exemption  and  serves  as  a  guide  and  checklist  to  insure 
that  all  mandatory  supporting  documentation  has  been  completed 
and  attached  to  your  petition. 

(1)  Check  this  box  to  indicate  that  you  are  applying  for  a 
permanent  exemption  for  Lack  of  Alternate  Fuel  Supply  for  the  first 
ten  years  of  useful  life. 
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(a)  Check  this  box  to  indicate  that  you  have  attached 
Schedule  (C)  Alternate  Power  Supply  (Powerplants  only) 

(b)  Check  this  box  to  indicate  that  you* have  attached 
Schedule  (D)  Fuel  Mixtures. 

(c)  Check  this  box  to  indicate  that  you  have  attached 
Schedule  (E)  Alternative  Site. 

(2)  Check  this  box  to  indicate  that  you  are  applying  for  a 
permanent  exemption  for  Lack  of  Alternate  Fuel  Supply  at  a  Cost 
Which  does  not  Substantially  Exceed  the  Cost  of  Using  Imported 
Petroleum  During  the  Life  of  the  Unit. 

(a)  Check  this  box  to  indicate  that  you  have  attached 
Schedule  (A)  Cost  Test  (Powerplants  only) 

(b)  Check  this  box  to  indicate  that  you  have  attached 
Schedule  (8)  Cost  Test  (Installations  only) 

3.2  This  Section  is  to  be  completed  only  if  you  are  requesting 
a  temporary  exemption  and  serves  as  a  guide  and  checklist  to  insure 
that  all  mandatory  supporting  documentation  has  been  completed  and 
attached  to  your  petition. 

(1)  Check  this  box  to  indicate  that  you  are  applying  for  a  temporary 
exemption  for  Lack  of  Alternate  Fuel  Supply  at  a  Cost  Which  Does  Not 
Substantially  Exceed  the  Cost  of  Using  Imported  Petroleum  During 
the  Period  of  the  Exemption. 

(a)  Check  this  box  to  indicate  that  you  have  attached  . 

Schedule  (A)  Cost  Test  (Powerplants  only) 

(b)  Check  this  box  to  indicate  that  you  have  attached  Schedule 
(B)  Cost  Test  (Installations  only) 

(c)  Check  this  box  ^o  indicate  that  you  have  attached 
Schedule  (C)  Alternate  Power  Supply  (Powerplants  only) 

(d)  Check  this  box  to  indicate  that  you  have  attached  Schedule 

(D)  Fuel  Mixtures 

(e)  Check  this  box  to  indicate  that  you  have  attached  Schedule 

(E)  Alternative  Site 

4.0  SUPPORTING  DOCUMENTATION  AND  GENERAL  DATA 

To  support  your  petition  for  exemption,  you  are  required  to  address 
specific  issues  in  your  Fuels  Decision  Report.  For  each  of  the 
following  issues,  indicate  the  chapter  and  page  (or  attachment 
number)  where  the  issues  are  discussed  in  the  Fuels  Decision  Report. 

4.1(a)  Indicate  where  in  your  Fuels  Decision  Report  you  have 
provided  a  description  of  the  specific  fuel  characteristics  of  the 
alternate  fuels  you  considered  in  a  good  faith  effort  to  comply 
with  the  applicable  prohibitions  and  for  which  this  exemption 
is  submitted. 
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(b)  Indicate  the  types  of  alternate  fuels  you  have  considered. 
For  example,  coal,  shale  oil,  etc. 

Indicate  the  British  Thermal  Units  (BTU's)  per  unit  of  the  alternate 
fuel  you  considered.  For  example  BTU's/lb.,  BTU *  s/gallon ,  etc. 

4.2  -  4.5  These  questions  are  self-explanatory. 

4.6  Indicate  which  of  the  alternate  fuels  you  have  considered  by 
placing  a  check  mark  in  the  appropriate  column. 

Indicate  if  you  have  submitted  a  request  for  an  exemption  based  on 
a  Lack  of  Alternate  Fuel  for  each  of  the  fuels  that  you  have 
considered  by  placing  a  check  mark  in  the  appropriate  column. 

5.0  -  6.2  These  questions  are  self-explanatory. 
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FRA- 


NOTICES 

U.S.  DEPARTMENT  OF  ENERGY 
Washington,  D.C.  20461 


Forn  Approved 
0MB  No. 


TEMPORARY  AND  PERMANENT  SITE  LIMITATION  EXEMPTION 
FOR  NEW  POWERPLANTS  AND  NEW  INSTALLATIONS 


If  you  are  petitioning  for  a  permament  or  temporary 
exemption  for  a  new  powerplant  or  a  new  installation,  your 
filing  requirements  include  the  appropriate  General  Form, 
a  Fuels  Decision  Report,  Schedule  (D)  for  temporary  ex¬ 
emptions,  Schedules  (A) ,  (C) ,  (D) ,  (E)  for  permanent 
powerplant  exemptions.  Schedules  tB) ,  (D)  for  permanent 
installation  exemptions,  this  fom,  and  all  pertinent  fees. 

A  separate  Site  Limitation  Exemption  Form  must  be  sub¬ 
mitted  for  each  unit  for  which  yo\j  are  seeking  an  exemption. 


1.0  IDENTIFICATION  INFORMATION 


What  is  the  name  of  the  facility,  operating  company  and  the  person  responsible  for  this 
form? 


1.1 

Facility  Data  (Site): 

'  1.2  Operating  Company  Identification: 

(a) 

-  - 

(a) 

(b) 

Name 

Name 

Unit  Identification 

_ i 

1.3 

Name  of  person  in  your  company  to  whom  questions  regarding  this  petition  may  be 
directed  if  different  from  the  General  Form: 

(a) 

(a)  (  ) 

(b) 

Name 

k  ■ 

Area  Code,  Telephone  Number 

Title 

2.0 

CERTIFICATION 

I  certify  that  the  information  contained  herein  and  appended  hereto  is  true  and,  accurate 
to  the  best  of  my  knowledge. 

Name 

Title 

Signature  Date 

Name 

Title 

Signature  Date 

Title  18,  use  1001,  makes  it  a  crime  for  any  person  knowingly  and  willingly  to  make  to 
any  Agency  or  Department  of  the  United  States  any  false,  fictitious  or  fraudulent  state¬ 
ments  as  to  any  matter  within  its  jurisdiction. 
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3.0  Is  this  a  site  limitation  because:  }  1  /  /  Alternate  fuels  would  be  inacessible 

(Check  all  that  apply.)  }  _ 

2  l_J  Transportation  facilities  for  alter- 
1  nate  fuels  would  be  unavailable. 

1  3  13  Adequate  facilities  for  handling, 

{  using,  or  storing  an  alternate  fuel 

{  would  be  unavailable. 

I*  '  A  [n  Adequate  means  for  controlling  or 
{  disposing  of  wastes  would  be  un- 

1  available. 

1 

1  5  [n  Adequate  and  reliable  supply  of 

{  water  would  be  unavailable. 

1  6  ri  Other  site  limitations  exist  which 

{  would  not  permit  the  location  or 

'}  operation  of  the  proposed  power- 

•  1  plant  using  the'alternate  fuel. 

1 

_ L  _ _ 

4.0  In  support  of  your  petition  for  exemption  for  site  | 

limitation,  you  are  required  to  address  specific  |  Fuels  Decision  Report 

• 

issues  in  your  Fuels  Decision  Report.  For  each  of  [*  , 

the  following  issues,  indicate  where  it  is  ad-  |  Page  j  Chapter 

dressed  in  your  Fuels  Decision  Report:  }  j 

4.1  Evidence  that  the  site  limitation  Is  a  physical  J  j 

limitation,  and  not  a  requirement  at  Federal,  ]  { 

State,  or  local  law  which  could  be  the  basis  for  {  { 

an  exemption  for  state  and  local  requirements.  }  {  j 

4.2  Evidence  that  alternative  means  for  overcoming  the  {  { 

site  limitation  were  considered,  with  )  detailed  |  { 

description  of  the  efforts  made  to  overcome  the  |  { 

site  limitation.  •  {  { 

j  1  .  _  . . 

4.3  Evidence  of  the  equipment  or  space  requirements  |  ! 

for  which  the  site  limitation  is  claimed.  j  j 

Note:  (1)  If  you  are  applying  for  a  temporary  site  limitation 

exemption,  answer  4.4 'below. 

(2)  If  you  are  applying  for  a  permanent  site  limitation 

exemption,  skip  to  the  instruction  box  on  the  next  page. 

**  .  .  II 

4.4  Evidence  of  contracts  or  other  arrangements  you  have  j  j 

made  to  ensure  that  the  site  limitation  will  be  over-  i  • 

come  and  that  you  will  comply  with  the  prohibitions  j  | 

at  the  end  of  the  proposed  exemption  period.  i  • 
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Examples  of  evidence  relevent  to  establishinq  a  site 
limitation  are  shown  in  Questions  4.5  through  4.16  . 
For  each  of  these  examples  indicate  where  it  is  ad-  ' 
dressed  in  your  Fuels  Decision  Report  (FDR) .  I 


4.5  Detailed  documentation  of  impediments,  including 
right  of  way  problems,  site  diagrams,  maps  of  the 
surrounding  areas  and  other  items  essential  to 
the  showing  of  a  site  limitation. 


4.6  Identification  of  transportation  facilities  rele¬ 
vant  to  the  specific  site  of  the  powerplant  and 
demonstration  why  the  existing  facilities  cannot 
be  used  or  new  facilities  constructed. 


4.7  Copies  of  bid  requests,  advertisements  and  general 
efforts  made  to  secure  alternative  transportation 
facilities. 


4.8  Identification  of  potential  alternate  fuel  storage 
locations  within  a  reasonable  geographic  area  sur¬ 
rounding  the  proposed  powerplant. 


4.9  Detailed  scale  site  plans  of  the  entire  facility 
including  those  areas  not, directly  involved  with 
the  specific  boiler. 


4. 10  A  specific  listing  of  all  equipment  necessary  and 
not  currently  available  to  properly  handle  alter¬ 
nate  fuel. 


4.11  Copies  of  bid  requests,  advertisements,  and  gen¬ 
eral  efforts  made  to  secure  alternative  fuel  stor¬ 
age  facilities. 


4.12  Copies  of  quotes  from  bona  fide  suppliers,  indi¬ 
cating  lead  times  for  purchase  and  installation  of 
required  ancillary  storage  and  handling  equipment. 


4.13  Specific  listing  of  any  equipment  necessary  and  I 
not  currently  available  to  properly  control  and  I 

dispose  of  waste.  ! 


4.14  Identification  of  potential  alternate  waste  dis¬ 
posal  locations  within  a  reasonable  geographic 
area  surrounding  the  proposed  powerplant. 


4.15  A  description  of  efforts  made  to  secure  off-site 
disposal  areas.  Including  the  c'ost  of  acquisition, 
transportation  facilities,  and  waste  handling  costs. 


4.16  Copies  of  bid  requests,  advertisements,  and  general 
.  efforts  made  to  secure  waste  control  and  disposal 
equipment. 
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5<0  Can  your  sjte  limitations  be  overcome  by  expenditure  |  1  Yes 

of  capital? 

\1  O 

- — _ — - — - — - — — ■  ■  \ - 

Enter  any  additional  remarks  here: 
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TEMPORARY  AND  PERMANENT  SITE  LIMITATION  EXEMPTION 
FOR  NEW  POWERPLANTS  AND  NEW  INSTALLATIONS 


Instructions 


I.  Authority/Purpose 

This  exemption  is  required  pursuant  to  the  provisions 
of  Title  10  of  the  Code  of  Federal  Regulations,  Parts 
503.22,  503.33,  505.12  and  505.23,  Public  Law  95-620, 
Powerplant  and  Industrial  Fuel  Use  Act  (FUA)  of 
1978,  to  be  filed  with  the  Economic  Regulatory  Admin¬ 
istration  (ERA)  for  powerplants  and  installations 
seeking  a  temporary  or  permanent  exemption  for  site 
limitations.  If  you  represent  a  powerplant  or  install¬ 
ation  seeking  a  temporary  or  permanent  site  limitation 
exemption,  you  must  file  the  appropriate  General  Form, 
a  Fuels  Decision  Report,  Schedules  (B)  and  (D)  for 
Temporary  and  permanent  exemptions  for  installations, 
and  Schedules  (A),  (C),  (D)  and  (E)  for  permanent  power- 
plant  exemptions,  this  form,  and  all  pertinent  fees. 

The  information  provided  by  the  petitioner  will  be 
used  by  ERA  to  determine  the  eligibility  for  power- 
plants  or  installations  seeking  either  a  temporary 
or  permanent  exemption  due  to  certain  site  limitations. 

II.  Where  to  submit  Site  Limitation  Form 
Submit  Form  ERA  -305  in  triplicate  (3)  to: 


Department  of  Energy 

Economic  Regulatory  Administration 

2000  M  Street,  N.W.,  Room  _ 

Washington,  D.  C.  20461 

III.  Site  Limitation  Form 

Section  1.0  IDENTIFICATION  DATA. 

1.1  Facility  Location  Data  (site): 

This  information  pertains  to  the  site  where 
your  facility  is  located. 

(a)  Enter  the  name  by  which  the  facility 
site  is  identified. 
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(b)  Enter  the  specific  identification 

of  the  unit.  For  example,  boiler  #234. 

1.2  Operating  Company  Identification; 

This  information  relates  to  the  company 
which  has  actual  responsibility  for  the 
operation  of  the  facility.  Included 
under  the  meaning  of  company,  is 
any  individual  corporation,  company, 
partnership,  association,  firm,  institu- 
tion,  society,  trust,  joint  venture,  stock 
company,  or  county.  State  or  Federal  entity. 

Enter  the  complete  name  of  the  company. 

1.3  Contact  Person  Identification: 

This  information  should  relate  to  person  who 
should  be  contacted  if  there  are  questions 
regarding  the  information  contained  in 
this  Form. 

(a)  Enter  the  name  of  the  individual 

(b)  Enter  the  title  by  which  the  individual 
is  identified  in  the  company. 

(c)  Enter  the  area  code  and  the  telephone 
number  at  which  the  individual  can  be 
reached  during  normal  working  hours. 


Section  2.0  Certification. 

(1)  If  you  are  filing  a  petition  for  exemption(s)  on  behalf 
of  a  corporation,  the  Chief  Executive  Officer  and  Chairman 
of  the  Board  of  the  company  shall  attest  in  writing  to  the 
accuracy  of  all  information  contained  in  or  appended  to 
your  petition. 

(2)  If  you  are  filing  a  petition  for  exemption(s)  on  behalf 
of  a  wholly-owned  subsidiary,  then  the  requirements  of  (1) 
above  shall  apply  to  the  subsidiary  and  to  the  parent  corpor¬ 
ation  as  well.  (Four  signatures  are  required.) 
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(3)  If  you  are  filing  on  behalf  of  an  entity  other  than  a 
corporation,  the  Chief  Managerial  Officer  shall  attest  in 
writing  to  the  accuracy  of  all  information  contained  in  or 
appended  to  your  petition. 


Section  3.0  [Why]  is  this  a  site  limitation? 

Check  all  possible  reasons  in  1  thru  6  of  Section  3.0  that 
identify  or  relate  to  your  reasons  for  seeking  a  site 
limitation  exemption. 

Section  4.0  For  Sections  4.1  through  4.16,  you  must 
clearly  identify  the  page  and  chapter  in  your  Fuels  ^ 
Decision  Report  where  specific  information  is  located 
in  support  of  your  request  for  a  site  limitation 
exemption . 

4.1  Evidence  that  the  site  limitation  is  a  physical 
limitation.  A  bona  fide  physical  limitation,  ERA'S 
opinion,  would  be  lack  of  a  rail  spur  line  within 

a  reasonable  distance  of  any  proposed  site  or  lack 
of  a  port  or  docking  facility  for  a  coal  barge,  etc. 

State  and  local  laws  such  as  building  codes,  nuisance 
laws  or  zoning  laws  will  not  be  considered  a  site 
limitation  by  ERA. 

4.2  Efforts  to  overcome  a  site  limitation.  Give  a 
detailed  description  in  your  Fuels  Decision  Report  where, 
despite  good  faith  efforts,  you  were  unable  to  overcome 
the  site  limitation  for  each  alternate  means  you  consid¬ 
ered  . 


4.3  Evidence  of  limited  space  requirement  or  equipment. 

An  example  of  such  equipment  or  space  limitation  would  be 
lack  of  adequate  land  or  facilities  for  the  control  or 
disposal  of  wastes  from  such  powerplant  or  installation, 
including  lack  of  pollution  control  equipment  or  devices 
necessary  to  assure  compliance  with  applicable  environmental 
requirements . 

4.4  Give  evidence  that  the  arrangements  of  contracts  you 
have  made  to  overcome  your  site  limitation  will  not  exceed 
the  temporary  exemption  period.  If  you  are  seeking  a  tem¬ 
porary*  site  limitation  exemption,  your  Fuels  Decision  Report 
should  include  documentary  evidence  such  as  a  contract 

or  payment  for  services  and  work  performed  to  insure  you 
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do  not  exceed  the  temporary  exemption  period  granted 
[up  to  five  (5)  years].  If  you  are  seeking  a  permanent 
exemption  write  "N/A." 

4.5  Give  examples  which  show  site  limitation  impediments 
such  as  site  diagrams,  and  maps  of  the  surrounding  area 
that  show  the  site  1 imitation( s)  for  which  you  are  seeking 
an  exemption.  Provide  diagrams  or  maps  of  the  site  limita 
tion  by  outlining  or  using  color  variations  to  offset 
impacted  areas,  i.e.,  physical  limitations,  right-of-ways, 
etc . 


4.6  Identify  why  existing  transportation  facilities  cannot 
be  used  or  constructed.  Identify  and  describe  in  your  Fuels 
Decision  Report  alternative  transportation  modes  you  consid¬ 
ered  for  each  alternate  fuel  you  examined,  providing  a  clear, 
competent  and  concise  explanation  why  facilities  cannot 

be  constructed  to  overcome  a  transportation  limitation 
or  constraint. 

4.7  Have  you  provided  copies  of  bid  requests,  advertise¬ 
ments,  and  general  efforts  made  to  secure  alternative  trans¬ 
portation  facilities?  With  respect  to  Section  4.6,  have 
you  included  copies  of  bid  requests  or  advertisements  in 
support  of  your  efforts  to  secure  alternate  transportation? 
Cite  the  page  and  chapter  in  your  Fuels  Decision  Report 
where  this  appears. 

4.8  Identify  potential  alternate  fuel  storage  locations 
within  a  reasonable  distance  of  your  proposed  unit.  Pro¬ 
vide  a  description  of  each  alternate  fuel  storage  location 
you  considered  if  your  site  limitation  is  for  lack  of  ade¬ 
quate  fuel  storage  facilities.  Your  Fuels  Decision 
Report  should  also  fully  detail  reasons  why  existing  stor¬ 
age  areas  are  inadequate  or  unavailable  for  alternate  fuel 
storage . 

4.9  Provide  detailed  scale  site  plans  that  include  areas 
not  directly  involved  with  the  specific  boiler.  Show 

in  your  site  diagram  all  areas  of  the  site  facility 
including  those  not  directly  used  as  part  of  the 
powerplant  or  installation  site. 

4.10  List  all  equipment  necessary  and  currently  not  avail¬ 
able  to  handle  the  alternate  fuels.  For  the  alternate 
fuels  you  considered  in  your  Fuel  Mixtures  Schedule  (D), 
fully  describe  the  reasons  why  the  specific  alternate 
fuel  handling  equipment  you  require  is  unavailable.  Your 
Fuels  Decision  Report  should  explain  why  alternate  fuel 
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equipment  could  not  be  purchased  for  all  possible  combin¬ 
ations  of  the  alternate  fuels  you  gave  in  Sechedule  (D)  - 
Fuel  Mixtures. 

4.11  Provide  copies  of  bid  requests,  advertisements  and 
general  efforts  to  secure  alternative  fuel  storage 
facilities.  With  respect  to  Section  4.10,  have 

you  included  copies  of  bid  requests  or  advertisements 
in  support  of  your  effort  to  secure  alternate  fuel 
handling  equipment?  Cite  the  page  and  chapter  in  your 
Fuels  Decision  Report  where  this  appears. 

4.12  Have  you  provided  copies  of  quotes  from  bona  fide 
suppliers  indicating  lead  times  for  purchase  and  install¬ 
ation  of  required  ancillary  storage  and  handling  equipment? 
Give  the  page  and  chapter  in  your  Fuels  Decision  Report 
detailing  evidence  of  quotes  from  alternate  fuel  equipment 
suppliers  of  lead  times  to  purchase  and  install  alternate 
fuel  equipment.  If  lead  time  and  installation  exceed 

a  five  year  period,  you  should  apply  for  a  permanent 
exemption . 

4.13  Have  you  listed  any  ash  disposal  equipment  that  is 
currently  not  available  as  a  site  limitation?  Have  the 
page  and  chapter  in  your  Fuels  Decision  Report  where  you 
address  this  site  limitation  as  a  constraint  to  burning 
alternate  fuels. 

4.14  Identify  waste  disposal  locations  within  a  reasonable 
distance  of  the  proposed  unit  that  may  be  a  potential 
alternate  site.  Give  the  page  and  chapter  in  your  Fuels 
Decision  Report  where  viable  and  possible  alternate  waste 
disposal  sites  may  exist.  Provide  a  map  or  diagram  of  areas 
proximus  to  the  proposed  unit  site  that  show  potential 
off-site  disposal  locations. 

4.15  Give  a  description  of  efforts  made  to  secure  off-site 
waste  disposal  areas.  Give  the  page  and  chapter  in  your 
Fuels  Decision  Report  where  you  provide  evidence  of  your 
attempt  to  acquire  potential  off-site  ash  disposal  areas. 
Describe  the  methodology  you  used  to  select  alternative  ash 
disposal  sites  and  copies  or  summaries  of  any  studies  you 
performed  in  support  of  your  search  for  an  alternate  ash 
disposal  site. 
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4.16  Provide  copies  of  bid  requests,  advertisements  and 
general  efforts  made  to  secure  waste  control  and  disposal 
equipment.  With  respect  to  Sections  4.13  and  4.15,  have 
you  included  copies  of  bid  requests  or  advertisements  in 
support  of  your  efforts  to  secure  control  and  disposal 
equipment?  Cite  the  page  and  chapter  in  your  Fuels 
Decision  Report  where  this  is  addressed. 

5.0  Can  your  site  limitation  be  overcome  by  expenditures 
of  capital?  Answer  yes  or  no.  If  you  conclude  that  the  site 
limitation  you  contend  can  be  overcome  by  expenditure  of 
capital,  simply  check  "yes"  without  providing  in-depth 
analysis  or  documentation.  If  you  check  "no,"  describe 
in  the  "remarks"  section  below  5.0  your  analysis  that 
it  is  technically  infeasible  to  overcome  your  site  limita¬ 
tion  by  capital  expenditure.  Provide  engineering  evidence 
that  your  site  1 imitation( s)  constraint ( s)  imposes  signi¬ 
ficant  technical  or  operational  problems  that  could  not 
be  corrected  by  expenditures  of  capital. 
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U.S.  DEPARTMENT  OF  ENERGY 
Washington,  D.C.  20461 

EXEMPTION  DUE  TO  AN  INABILITY  TO  COMPLY 
WITH  APPLICABLE  ENVIRONMENTAL  REQUIREMENTS 


Form  Approved 
0MB  No. 


If  you  are  petitioning  for  a  permanent  or  a  tempor¬ 
ary  exemption  for  a  new  powerplant  or  a  new  installation 
due  to  an  inability  to  comply  with  applicable  environmental 
requirements,  you  must  file  the  appropriate  General  Exemp¬ 
tion  Form,  a  Fuels  Decision  Report,  this  form,  and  the 
appropriate  schedules. 

A  separate  Environmental  Exemption  Form  must  be  sub¬ 
mitted  for  each  unit  for  which  you  are  seeking  an  exemption, 


What  type  of  exemption  is  this? 


1.0  IDENTIFICATION  INFORMATION 


/  /  Temporary  /  /  Permanent 


What  is  the  name  of  the  facility,  operating  company,  and  the  person  responsible  for  this 
form? 


1.1  Facility  Data  (Site): 


1.2  Operating  Company  Identification: 


Street  Address 


Street  Mdress 


City,  County,  State 


City,  County,  State 


1.3  Name  of  person  in  your  company  to  whom  questions  regarding  this  petition  may  be 
directed  if  different  from  the  General  Form: 

(a) _ _  (c)  (  ) _ 

Name  Area  Code,  Telephone  Number 


2.0  CERTIFICATION 


I  certify  that  the  information  contained  herein  and  appended  hereto  is  true  and  accurate 
to  the  best  of  my  knowledge. 


Name  Title  Signature  Date 

Title  18,  use  1001,  makes  it  a  crime  for  any  person  knowingly  and  willingly  to  make  to 
any  Agency  or  Department  of  the  United  States  any  false,  fictitious  or  fraudulent  state¬ 
ments  as  to  any  matter  within  its  jurisdiction. 


ERA-306 


Page  1 


FEDERAL  REGISTER,  VOL  44.  NO.  30— MONDAY,  FEBRUARY  12,  1979 


NOTICES 


9115 


5.0  SUPPORTING  DOCUMENTATION 


In  support  of  your  Petition  for  a  temporary  or  permanent  exemption  due  to  your  inability 
to  cor.ply  with  applicable  environmental  requirements,  you  are  required  to  address  specific 
issues  in  your  Fuels  Decision  Report.  Complete  the  following  questions  to  provide  ERA 
with  a  summary  of  your  responses  and/or  to  indicate  that  such  issues  have  been  addressed. 
As  appropriate,  indicate  the  page  and  chapter  number  where  the  issues  are  discussed  in 
the  Fuels  Decision  Report  (FDR). 


As  a  part  of  your  Fuels  Decision  Report  have  you  provided: 


3.1  A  copy  of  any  application  which  has  been  filed  with  EPA  or  a  state  agency  for  a 
permit  to  construct  or  operate  a  new  powerplant  or  new  installation  and  all  sup¬ 
porting  documents  filed  with  or  subsequent  to  the  application? 

(a)  n  Yes.  ..FDR  Page  _  Chapter _  (b)  [j  No 


3.2  A  copy  of  the  decision  or  action  taken  by  EPA  or  a  State  agency  with  respect  to  the 
aoplication  for  a  permit  to  construct  or  operate  the  new  installation  or  powerplant? 

(a)  n  Yes. ..FDR  Page _  Chapter _ (b)  j_J  No 


3.3  A  detailed  synopsis  of  the  administrative  record  of  the  proceedings  by  EPA  or  the 
State  agency  for  a  construction  or  operation  permit? 

(a)  /~7  Yes... FDR  Page _  Chapter  _  (b)  /_/  No 


3.4  Copies  of  all  technical  studies  that  you  have  relied  upon  with  regard 
to  consideration  of  alternate  fuels,  pollution  control  equipment, 
offsets,  variances.  State  Implementation  Plan  revisions,  redesigna¬ 
tions  of  Class  2  areas  to  Class  3.  Copies  of  requests  for  bids 
and  responses  received  for  fuel  supply,  and  pollution  control  equipment 
and  copies  of  correspondence  on  offsets,  variances,  SIP  revisions 
and  redesignations.  Technical  evaluations  on  the  implementation 
of  the  offset  policy  should  include  the  Lowest  Achievable  Emission 
Rate  (LAER),  projected  pollution  control  equipment  and  its  operating 
efficiency,  and  the  amount  of  emissions  which  will  be  offset  by 
each  source.  Technical  evaluations  regarding  implementation  of 
Prevention  of  Significant  Deterioration  regulations  should  include 
the  Best  Available  Control  Technology'  (BACT),  projected  pollution 
control  equipment  and  its  operating  efficiency. 


(c. 

A’iternate  Fuels 

(i) 

u 

Yes. 

..FDR 

Page 

Chapter 

_  (ii) 

u 

No 

(b) 

Pollution  Control 
Ecui pment 

(i) 

o 

Yes. 

..FDR 

Page  _ 

Chapter 

_  (ii) 

o 

No 

(c) 

Offset 

(i) 

o 

Yes. 

..FDR 

Page  _ 

Chapter 

_  (ii) 

o 

No 

(d) 

Vcri ances 

(i) 

o 

Yes. 

..FDR 

Page  ^ 

Chapter 

_  (ii) 

o 

No 

(e) 

State  Implemen-  (i) 

tetion  Plan  Revision 

LJ 

Yes. 

..FDR 

Page 

Chapter 

_  (ii) 

U 

No 

(f) 

Redesignation  of 
Class  2  areas 

(i) 

o 

Yes. 

..FDR 

Page 

Chapter 
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(g)  Fuel  Supply  Bids 
and  Responses 

(i) 

o 

Yes. . .FDR  Page  _ 

_  Chapter  _ 

_  (ii) 

O  No 

(h)  Best  Available 
Control  Tech- 

(i) 

D 

Yes . . .FDR  Page  _ 

_  Chapter  _ 

_  (ii) 

D  No 

nolooy  (BACT) 


Note:  (1)  If  you  are  applying  for  a  temporary  exemption,  answer  3.5  and  3.6. 
(2)  If  you  are  applying  for  a  permanent  exemption,  skip  to  .3-7. 


3.5  Copies  of  requests  for  bids,  all  responses  received,  and  contracts  signed,  if  any, 
for  an  alternate  fuel  supply  and  for  the  purchase  and  installation  of  pollution 
control  equipment? 

(a)  /_/  Yes... FDR  Page _  Chapter 


(b)  U  No 


3.6  Copies  of  ecreenents  made  by  you  with  the  S:ate  or  other  companies  for  the  acquisi¬ 
tion  of  appropriate  "offsets"?  For  those  agreements  conditioned  upon  the  grant  of 
a  variance.  State  Implementation  Plan  revision  or  redesignation  of  a  Class  2  area, 
have  you  submitted  a  letter  from  the  State  agency  indicating  v;hen  a  proceeding  to 
effectuate  the  agreement  will  take  place? 

(a)  ri  Yes. ..FDR  Page _  Chapter  _  (b)  /_/  No 

(Skip  to  4.0) 


3.7  For  a  new  powerplant,  evidence  that  there  is  no  reasonable  alternative  site  as 
specified  in  the  Section  2003.11  of  the  regulations? 

(a)  /_/  Yes. ..FDR  Page _  Chapter  _  (b)  TH  No 
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4.3  Have  you  applied  to  EPA  or  Plate  pollution  control  agency(ies)  for  appropriate- 
construction  or  operating  permits  for  those  standards  with  which  applicant 
projects  violation? 

(a)  Yes. .  .Answer  4.4.1  (b)  /~~7  No. .  .Skip  to  4.4.2 

4.3.1  Did  EPA  or  State  pollution  control  agency  approve  or  deny  permit? 


!  Permit 
I  (Indicate  whether 
j  ErA  or  Ste*:e 
approval  is 
required.) 


Agi 

pnr-v  Action 

(a) 

Approved 

"(b) 

Denied 

(c) 

..  VJhat  is  anticipated 

date  of  final  action? 

idO) 


(Skip  to  4.5) 
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-.4  Have  you  obtained  all  appropriate  permits  for  compliance  with  other  applicable  ‘ 
environmental  standards,  with  which  applicant  does  not  project  violation? 

(c)  £j  Yes  (b)  /~  No. ..Skip  to  4.5.0 

(c)  Not  Applicable. . .Skip  to  4.6 


(a) 

(b) 

(d) 

1 

Air 

Wa  ter 

Other 

1 

•4.5.0  What 

are  ^he  appropriate  permits  that 

rust 

be  ob^tained? 

! 

! 

‘  4.5.1-  Whet 

is  the  reason(s)  for  not  acquir- 

inc 

the  appropriate  permits? 

'  (1) 

Appropriate  regulations  now 
oeing  revised 

U 

u 

u 

u 

Projected  fuel  uncertain 

u 

o 

o 

o 

-  ' 

Projected  violation  precludes 
further  application  for  other 

o 

n 

n 

n 

i 

permits 

:  ! 

\  i 

New  Source  PvCview  requirements 
for  non-attainment  areas  cannot 
be  met 

D 

o 

o 

o 

!  (5) 

Other,  specify  snd  document  in 
appropriate  column 

U 

u 

o 

n . 

1 

! 
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4.6  EXISTING  FACILITY  DATA 


4.6.1  Are  existing  units  at  this,  or  other  facilities  owned  by  petitioner  in  same 
air  cuclity  control  region,  operating  in  compliance  with  applicable  environ- 
r.entcl  regulations? 

(a)  n  Yes. ..Skip  to  5.0  (b)  /W  No.  .^Answer  4.6.1 .1 


4. 6. 1.1 


What  is  the  name,  size,  location  and  type  of  fuel  now  being  used  by  each 
unit  in  violation  of  environmental  regulations? 


(a) 

Unit  Name 

(b) 

Unit  Size 

(c) 

Unit  Location 

(d) 

Type  of  Fuel  Used 

!(i) 

(2) 

1 

(3) 

(4) 

(5) 

— 

■ 

4.5.2  What  a-e  tne  regulations  now 
being  violated? 

(a) 

Federal 

(b) 

State 

- 
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4.6.7  Has  the  State  (or  EPA)  approved  or  disapproved  your  proposed  compliance  plan? 


(c)  l_J  Approved. .  .Attach  copy -of  approved  compliance  plan  and  letter  approving 
compliance  plan. 


(b)  ri  Cisapproved. .  .Attach  copy  _of  letter  disapproving  compliance  plan. 

(c)  Tj  rending. . .What  is  the  anticipated  agency  action? 

rr  Approved  /~T  Disapproved  Date  of  anticipated  action: 

(Skip  to  ";.ote"  below.) 


4.6.8  Indicate  those  reasons  listed  below  but  not  excluding  other  reasons  why  you  have 
net  submitted  a  proposed  compliance  plan. 


(a)  n  Company  now  internally  determining  proposed  compliance  plan. 


(b)  /_/  Deadline  for  plan's  submittal  still  pending. 


Note:  Answer  ell  of  the  appropriate  sections  pertaining  to  those  environmental  require¬ 
ments  which  will  be  violated  if  coal  or  alternative  fuel  capability  were  constructed 
or  operated.  ‘  • 


(1)  If  you  would  be  violating  the  air  pollution  requirements,  answer  section  5.0 


(2)  If  you  would  be  violating  the  water  requirements,  answer  section  6.0. 


you  would  be  violating  the  solid  waste  requirements,  answer  section  7.0. 
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5.0  AIR  POLLUTION  REQUIREMENT  DATA 


5.1  What  is  the  time  period  during  which  the  standard  will  be  violated  after  commencement 
of  operation  if  coal  or  alternate  fuel  is  used  as  a  primary  energy  source?  (Submit 
documentation  substantiating  such  projections  if  this  information  is  not  included  in 
the  FOR.  This  should  include  data  on  the  volume  and  quality  of  the  solid  waste.) 

(a)  n  Less  than  5  years  (b)  /~T  5  years  (c)  FI  More  than  5  years 


5.2  New  Source  Performance  Standards  (NSPS) 


5.2.1  What  are  the  NSPS  applicable  to  your  proposed  facility? 

(a) _ (b)  _  (c) _  (d) _ :  (e)  _ _  (f) 


5.2.2  Will  you  be  able  to  burn  coal  or  an  alternate  fuel  in  compliance  with  NSPS?  (If 
answer  is  no,  submit  documentation  and/or  reference  your  FDR  to  substantiate  your 
answer.) 

(a)  FJ  Yes  (b)  FJ  No  (c)  FDR  Page _  Chapter _ 


5.2.3  Will  you  be  able  to  install  FGD  capability  to  meet  the  sulfur  NSPS?  (Submit 
documentation  and  /or  reference  your  FDR  to  substantiate  your  answer.) 

(a)  FJ  Yes  (b)  FJ  No  (c)  FDR  Page _  Chapter _ 


5.3  Prevention  of  Significant  Deterioration 


5.3.1  What  are  the  Air  Quality  Control  Region  numbers  as  designated  by  the  U.S.  Environ¬ 
mental  Protection  Agency  in  which  proposed  facility  would  be  located  or  which  would 
be  impacted  by  the  source's  emissions? 

(a) _ (b)  _  (c)  _  (d)  _  (e)  _  (f)  _ 


5.3.2  What  is  the  attainment  status  of  the  area  as  designated  by  the  U.S.  Environmental 
Protection  Agency  in  which  proposed  facility  would  be  located  or  which  would  be  im¬ 
pacted  by  the  proposed  facility's  emissions.  (See  Definitions  section  for  attainment 
and  non-attainment.) 

(a)  FT  Attainment. .  .Skip  to  5.3.4  (b)  FT  Nonattainment. .  .Answer  5.3.3 


5.3.3  What  are  the  pollutants  that  are  in  violation  of  the  standards? 

(a)  FJ  ^^2  (b)  /_/  TSP  (c)  FT  HC  (d)  /V  NOx  (e)  FJ  Photo  Chemical 

(Skip  to  5.4)  Oxidants 


5.3.4  Have  you  applied  to  EPA  or  State  air  pollution  control  agency  for  appropriate  PSD 
permit? 

(a)  O  Yes  (b)  ^  No  . 


5.3.5  Have  you  notified  the  EPA  or  State  air  pollution  control  agency  regarding  the 
available  increment  for  your  facility? 

(a)  FJ  Yes  (b)  FT  No... Submit  studies  indicating  your  efforts  to  determine 

the  available  increment. 
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5.3.6  Have  you  submitted  a  proposed  plan  for  compliance  with  the  existing  increment  with 
the  best  available  control  technology  and  modeling  studies  to  substantiate  your  pro¬ 
jections  to  the  EPA  or  state  air  pollution  control  agency? 

(a)  EJ  Yes... Submit  copy  of  the  proposed  compliance  plan.  This  should  indicate  type 

of  pollution  control  equipment  and  removal  efficiency  necessary  to  meet 
'  BACT  requirements.) 

(b)  EJ  No... What  is  the  anticipated  date  for  submission  of  such  plan? 

5.3.7  What  is  the  emission  limitation  applicable  to  source,  for  each  criteria  pollutant? 


(a)  SO2: 
(d)  NO2: 


(b)  TSP: 


(c)  HC: 


(e)  Photo  Chemical  Oxidants: 


5.3.8  Has  EPA  or  State  air  pollution  control  agency  approved  or  denied  your  PSD  permit 
application? 


(a)  l_j  Approved 


(b)  l_J  Denied 


5.3.9  What  is  the  status  of  your  intentions  to  ireet  BACT  requirements? 

(a)  EJ  W'll  locate  low  sulfur  coal  or  other  alternate  fuel. 

(b)  EJ  Will  locate  other  pollution  control  equipment. 

(c)  EJ  Wt?w  Plan  to  meet  BACT  has  been  resubmitted  to  EPA  or  State  Agency. 


5. 3. ID  Will  the  new  facility  impact  a  Significant  Deterioration  Class  I,  Class  II,  or 
Class  III  area? 

(a)  EJ  Class  I. ..Answer  5.3.11  (b)  £7  Class  II. ..Skip  to  5.3.12 

(c)  0  Class  III. ..Skip  to  5.5 


5.3.11  Have  you  applied  for  a  variance  from  the  definition  as  a  Class  I  area?  (Submit 
documentation,  including  modeling  studies.  Substantiating  your  answer  if  this  infor¬ 
mation  is  rot  found  in  the  FDR.) 


(a)  /_/  >es 

(Skip  to  5.4) 


(b)  /  /  No 


5.3.12  Have  you  requested  a  redesignation  of  the  area?  (Submit  documentation,  including 
modeling  studies  substantiating  your  answer  if  this  information  is  not  found  in  the 
FDR?) 


(a)  U  Yes 


(b)  U  No 


Note:  (1)  If  the  proposed  facility  will  be  located  in  a  nonattainment  area  of  have  an 
impact  on  a  nonattainment  area,  answer  section  5.4  below. 

(2)  If  the  proposed  facility  will  be  located  in  an  attainment  area  of  will  not  have 
an  impact  on  a  nonattainment  area,  skip  to  section  5.5. 
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5.4.1  What  are  the  National  primary  ambient  air  quality  standards  which  are  not  being 
violated  in  the  AQCR? 


(a) 

SD2 

(c) 

(d) 

Photo  Chemical  Dxidants 

(1)  Dne-hour  standard 

r 

(2)  Three-hour  standard 

- 

(3)  24-hour  standard 

(4)  Annual 

5.4.2  What  are  the  National  secondary  ambient  air  quality  standards  which  are  now  being 
violated  in  the  AQCR? 


(a) 

SD2 

(b) 

TSP 

(1)  Three-hour  standard 

(2)  24-hour  standard 

(3)  Annual 

5.4.3  Are  existing  units  at  the  proposed  facility,  or  at  other  facilities  owned  by  your 
company  in  the  affected  Air  Quality  Control  Region,  in  compliance  with  or  on  an 
approved  compliance  schedule  with  the  mission's  limitations  under  the  Clean  Air  Act? 

(a)  [j  Yes  (b)  /~~7  No... Submit  modeling  studies  indicating  your  contribution 

^0  violation  in  the  AQCR. 

5.4.4  Has  the  Lowest  Achievable  Emission  Rate  (LAER)  been  determined? 

(a)  n  Yes  (b)  [1  No 

5.4.5  Have  you  determined  what  offsets  would  be  required? 

(a)  n  Yes  (b)  Tl  No 

5.4.6  What  have  you  determined  LAER  for  the  proposed  facility  to  be? 


(a) 

SD?: 

lbs.  per 

MMBTU 

(d) 

NO^: 

lbs.  per  MMBTU 

(b) 

TSP:  _ 

_  lbs.  per  _ 

_  MMBTU 

(e) 

A 

Photo 

Chemical  Dxidants: 

(c) 

HC:  _ 

lbs.  per 

_  MMBTU 

lbs.  per  MMBTU 

5.4.7  Has  this  projection  been  concurred  with  by  EPA  or  the  State  air  pollution  control 
agency?  (Submit  documentation  substantiating  your  answer  if  this  information  is 
not  found  in  the  FDR.) 

(a)  O  Yes  (b)  n  No 
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5.4.8  What  are  the  remaining  emissions  after  application  of  LAER  on  a  pollutant  specific 
basis  which  need  to  be  offset? 

(a)  SO2:  _  (d)  NO^:  _ 

(b)  TSP:  _  (e)  Photo  Chemical  Oxidants: 

(c)  HC:  _  _ 


5.4.9  Have  you  located  sources  which  will  pr(»vide  the  appropriate  offsets? 

-  (a)  n  Yes  (bl  O  No 

5.4.10  Have  you  negotiated  agreements  with  sich  sources  for  the  acquisition  of  the 
offsets? 

(a)  rj  Yes  (b)  No 

5.4.11  How  will  such  offsets  be  accomplished?  j 

(a)  £j  Shut  down  of  existing  units  (d)  [J  Pollution  control  equipment 

(b)  /|7  Curtail  hours  of  operation  of  (e)  [j  Other:  • _ 

existing  units 

(c)  10  Low  sulfur  coal 

5.4.12  Has  EPA  or  State  air  pollution  control  agency  approved  or  disapproved  your 
proposal  for  acquisition  of  the  offsets? 

(a)  Approved  (b)  Denied  (c)  Pending 

5;4.13  Have  you  determined  if  other  sources  in  the  AQCR  can  meet  RACT  (Reasonably 
Available  Control  Technology) ?J  (Submit  documentation  substantiating  your  answer 
if  this  information  is  not  found  in  the  FDR.) 

(a)  [J  Yes  (b)  A7  No 

- - - - 

5.5  Applicable  control  measures 


5.5.1  Would  the  projected  violation  occur  if  lower  sulfur  coal  or  more  stringent  pol¬ 
lution  control  equipment  were  used? 

(a)  /T  Yes. ..Skip  to  5.5.3  (b)  [1  No. ..Answer  5.5.2 

FDR  Page _ Chapter _ 
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5.5.2  What  is  the  required  equipment  or  procedures? 


;  (2) 
i  Type  of 

Control 

t 

(b) 

Manufacturer, 

If  Applicable 

(c) 

Size 

(d) 

Design 

Efficiency 

(e) 

Operational 

Efficiency 

(0 

A1  ternati ng 
Fuels 

(g) 

Lead  Time  for 
Installation  of 
Such  Equipment 

1  (1) 

i  (2) 

(3) 

- 

(4) 

5.5.3  Have  you  attempted  to  locate  appropriate  pollution  control  equipment? 

(a)  £7  Yes. ..Skip  to  5.5.5  (b)  /_/  No. .  .Answer  5.5 .4 

£.5.4  What  are  the  reasons  for  not  locating  such  equipment? 

(a)  rj  Other  contractural  obligations. 

(b)  £7  Pending  revisions  to  existing  environmental  requirements  will 

determine  nature  of  control  equipment. 

(c)  r~l  Other:  _ 


Note:  (1)  If  you  are  requesting  a  temporary  exemption,  answer  5.5.5  below. 
(2)  If  you  are  requesting  a  permanent  exemption,  skip  to  6.0. 


5.5.5  Will  installation  and  operation  of  such  control  equipment  permit  you  to  burn  coal 
or  alternate  fuel  in  compliance  with  applicable  environmental  requirements  at  ex¬ 
piration  of  temporary  exemption? 

(a)  •  n  Yes  (b)  n  No 


6.0  APPLICABLE  WATER  REQUIREMENTS 


6.1  What  is  the  time  period  during  which  the  standard  will  be  violated  after  commencement 
of  operation  if  coal  or  alternate  fuel  is  used  as  a  primary  energy  source?  (Submit 
cocumentction  substantiating  such  projections  if  this  information  is  not  included 
i n  the  FDR) . 

(a)  £7  Less  than  5  years  (b)  £7  5  years 

(c)  £_/  More  than  5  years 
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6.2  What  are  the  bodies  of  water,  including  underground  aquifers,  which  would  be  affected 
by  the  powerplant  or  installation  for  which  you  are  seeking  an  exemption? 


(a) 

Name 

(b) 

ETA  or  State 
Classification 
(Effluent  Limited, 
Water  Quality 
Limited) 

(c) 

Number  of 
Outfalls  at 
Proposed 
Facility 

(d) 

Briefly 
Indicate 
Location 
of  such 
Outfalls 

(e) 

Standards  That 
Would  be  Violated 

(f) 

Estimated  Annual 
Exceedances  of 
Projected  Violation(s) 

Federal 

State 

■  Federal 

State 

(1) 

(2) 

(3)  . 

(4) 

■mil 

(5) 

mmi 

(6) 

6.3  What  is  the  name  of  water  pollution  control  agency  consulted  in  determining  pro¬ 
jected  vio!ation(s)? 

(a) _ 


Agency  Name 

St)  eet 

City 

(b) 

Contact  Person  at 

(c)  (  ) 

Area  Code,  Telephone  Number 


6.4  Are  the  requirements  with  which  applicant  projects  a  violation  being  violated  at 
present  by  other  sources?  (Submit  documentation  substantiating  your  answer  if  this 
information  is  not  in  the  FDR.) 

(a)  £7  Yes _ (b)  £/  Ho _ 

6.5  Have  you  applied  to  the  EPA  or  State  water  pollution  control  agency  for  a  National 
Pollutant  Discharge  Elimination  System  Permit? 

(a)  £1  Yes  (b)  No... When  will  application  for  NADES  permit  be  made? 


6.6  Does  permit  application  include  proposed  compliance  with  Best  Available  Technology 
and  Best  Conventional  Treatment  requirements? 

(a)  Tj  Yes  (b)  [J  No 


6.7  Has  EPA  or  State  water  pollution  control  agency  approved  or  denied  the  NPDES  permit 
application? 

(a)  l_J  Approved. . .Answer  6.7.1  (b)  !__[  Denied. . .Skip  to  6.8 

(c)  /~7  Pending. . .What  is  the  anticipated  date  of  final  action?  _ 

Answer  6.7.1 
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6.7.1  Does  the  permit  include  discharge  caused  by  coal  or  alternate  fuel  combustion? 

(a)  [J  Yes  (b)  [1  No... Submit  documentation  substantiating  your 

answer  if  this  information  is  not  in  the 
FDR. 

(Skip  to  6.9) 


6.8  What  is  the  reason  for  permit  denial? 


6.9  Have  you  included  in  your  Fuels  Decision  Report  the  location  of  existing  monitoring 
stations  for  the  affected  water  bodies? 

(a)  7~7  Yes... Page  _  Chapter _ (b)  2Z7  No... Answer  6.9.1 

6.9.1  Indicate  location  of  existing  monitoring  stations  for  the  affected  water  bodies. 


7.0  SOLID  WASTE  REQUIREMENTS 


7.1  What  is  the  time  period  during  which  the  standard  will  be  violated  after  commencement 
of  operation  if  coal  or  alternate  fuel  is  used  as  a  primary  energy  source?  (Submit 
documentation  substantiating  such  projections.  This  should  include  data  on  the 
volume  and  quality  of  the  solid  waste.) 

(a)  [n  Less  than  5  years  (b)  AV  5  years  (c)  More  than  5  years 


7.2  What  is  the  name  of  the  pollution  control  agency  consulted  in  determining  projected 
violation(s)? 


(a) 


Agency  Name 

Street 

City 

(b) 

Contact  Person  at  Agency 

(c) 

(  ) 

Area  Code,  Telephone  Number 


7.3  Is  acreage  for  landfills  available?  (Submit  documentation  substantiating  your 
answer  if  this  information  is  not  found  in  the  FDR.) 

(a)  rj  Yes  .  (b)  A7  No 

7.4  Have  you  selected  a  disposal  site  for  the  solid  waste? 

(a)  A7  Yes. ..Answer  7.5  (b)  [J  No. ..Skip  to  7.6 

ERA-  Page  15  1/79 


FEDERAL  REGISTER,  VOL  44,  NO.  30— MONDAY,  FEBRUARY  12,  1979 


NOTICES 


9129 


7.5  (a) 

What  are  the  design  characteristics  of  the  disposal 

site?  j 

(b) 

What  is  the  size  of  the  disposal  site? 

(c) 

What  is  the  depth? 

i 

(d) 

What  is  the  compaction? 

(e) 

What  are  1  iners? 

'  (f) 

What  is  the  location? 

(g) 

Is  there  ground  water  monitoring?  (1)  £_/  Yes 

(2).  O  No 

(h) 

What  type  of  ground  water  monitoring  is  there? 

(Skip  to  7.7) 

7.6  What  are  the  reasons  for  not  selecting  a  site? 


7.7  Have  you  analyzed  expected  solid  wastes  and  scrubber  sludge  by  the  Extraction 
Procedure  ?  ^  . 


(a)  /_/  Yes. .  .Submit  copies  of  the  studies  if  this  information 

in  the  FDR.  j, 

(b)  £7  No... Why  were  such  studies  not  conducted?  _ 

7.8  Is  the  plant  of  the  disposal  facility  located  in  one  of  the  following  areas? 

(a)  £7  Wetlands 

(b)  £7  Floodplain  (once  in  100-year  flood) 

(c)  £7  Permafrost 

(d)  £7  Active  Fault  Zone 

(e)  £7  Karst  Terrain 

(f)  £7  Critical  Habitat  for  any  rare  or  endangered  species 

(g)  £7  Recharge  zone  for  drinking  water  aquifer 

(h)  £7  None  of  these 
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7.9  If  you  have  checked  one  of  (a)  to  (g)  above,  have  you  applied  to  EPA  or  the 
appropriate  agency  for  the  required  permits?  (Submit  documentation  substan¬ 
tiating  your  answer  if  this  information  is  not  in  the  FDR.) 

(a)  n  Yes  (b)  n  No 


Enter  any  additional  remarks  in  this  space: 
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U.S.  DEPARTMENT  OF  ENERGY 
Washington,  D.C.  20461 


Form  Approved 
0MB  No. 


EXEMPTION  DUE  TO  AN  INABILITY  TO  COMPLY 
WITH  APPLICABLE  ENVIRONMENTAL  REQUIREMENTS 


DRAFT 


Definitions  for  use  in  completing  this  form: 

(1)  Compliance  Plan  is  defined  as  that  schedule  which  has  been  proposed 
to  bring  units  now  in  violation  of  applicable  environmental  regu¬ 
lations  into  compliance  with  such  regulations.  "End  date"  refers 
to  that  date  by  which  the  unit(s)  will  be  in  compliance  with  the 
regulation ( s ) .  "Determination"  refers  to  the  EPA  or  State  agency's 
decision  to  approve  or  disapprove  the  proposed  compliance  plan. 

(2)  Attainment  AQCR  is  defined  as  an  AQCP  in  which  emissions  from  the 
sources  are  not  causing  a  violation  of  National  Ambient  Air 
Quality  Standards.  Standards  have  been  set  for  4  pollutants  -  S02f 
NOv.  TSP  aid  phot/ichpmi nvi,rT»nF-.Q ,  An  AOrR  may  be  an  attainment 
AOCR  for  Qie  oollni-ant  and  p.  nonattainment  AQCR  for  another  pollutant 

(3)  Non-Attainment  AQCR  is  defined  as  an  AQCR  in  which  emissions  from 
the  sources  are  causing  a  violation  of  National  Ambient  Air 
Quality  Standards. 

(4)  The  increment  is  defined  as  that  amount  of  space  between  the 
actual  current  emissions  of  all  sources  in  the  AQCR  and  the 
point  at  which  increases  of  these  emissions  would  cause  a 
violation  of  National  Ambient  Air  Quality  Standards.  The 
"available"  increment  for  your  facility  is  that  margin  of  the 
increment  for  which  increased  emissions  from  your  proposed 
facility  will  contribute  to  overall  emissions  in  the  AQCR  but 
will  not  cause  a  violation  of  standards.  ERA  assumes  it  is 
your  responsibility  to  project  such  an  "available  increment" 
and  notify  EPA  or  the  State  air  pollution  control  agency  of 
your  determinations. 

(5)  Lowest  Achievable  Emission  Rate  (LAER)  is  defined  as  that 
minimum  amount  of  pollutants  which  can  be  emitted  by  your 
proposed  facility  if  you  utilize  the  maximum  number  of  control 
mechanisms  with  the  maximum  efficiency.  ERA  assumes  that  you 
must  determine  the  LAER  for  your  proposed  facility  and  then 
submit  this  LAER  to  EPA  or  the  State  air  pollution  control 
agency  for  their  approval. 

Under  the  offset  policy  you  must  determine  the  appropriate 
LAER  and  then  negotiate  agreements  whereby  the  remaining 
emissions  from  your  proposed  facility  will  be  offset  by 
reductions  in  emissions  of  those  pollutants  from  other 
units  owned  by  your  company  or  other  companies  in  the  AQCR. 
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Department  of  Energy 
Economic  Regulatory  Administration 
Petition  for  Exemption  Due  to 
Inability  to  Comply  with 
Applicable  Environmental  Requirements 

I.  Authority/Purposes 
This  petition  form  is  required,  pursuant  to  the  provisions 

of  Title  10  of  the  Code  of  Federal  Regulations,  Parts  503.23  and 
505.13  and  Public  Law  95-620,  Powerplant  and  Industrial  Fuel  Use 
Act  of  1978  (FUA),  to  complete  a  petition  to  the  Economic  Regulatory 
Administration  (ERA)  from  the  requirements  of  FUA  due  to  an 
inability  to  comply  with  applicable  environmental  requirements. 

The  information  provided  by  the  petition  form  will  be  used  by 
ERA  to  perform  the  evaluation  for  ERA'S  grant  or  denial  of 
the  petition. 

II.  Who  May  Submit 

Form  ERA  306  must  be  submitted  by  owners  of  facilities 
subject  to  FUA  requirements  if  they  want  an  exemption  from  the 
FUA  requirements  due  to  an  inability  to  simultaneously  comply 
with  FUA  and  applicable  environmental  requirements  regulations. 

% 

III.  To  Whom 

Submit  Form  ERA  306  in  triplicate  (3)  to; 

Department  of  Energy 
Economic  Regulatory  Administration 
2000  M  Street,  N.  W. ,  Room 
Washington,  D.  C.  20461 
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IV.  When  to  Report 

The  Form  ERA  306  must  be  submitted  to  ERA  when  you 
submit  your  petition  for  exemption. 

V.  Section  1.0  IDENTIFICATION  DATA 

1.1  Facility  Data  (site): 

This  information  pertains  to  the  site  where  your 
facility  will  be  located. 

(a)  Enter  the  name  by  which  the  facility  is 
identified. 

(b)  Enter  the  projected  street  address  of  the 

unit. 

(c)  Enter  the  City,  County  and  State  in  which  the 
facility  will  be  located  and  the  ZIP  Code  of  the 
address. 

(d)  Enter  the  specific  identification  of  the 
proposed  unit.  For  example.  Boiler  #234. 

1.2  Operating  Company  Identification: 

This  information  relates  to  the  company  which  has  the 
actual  responsibility  for  the  operation  of  the  proposed 
unit.  Included  under  the  meaning  of  company,  is  any 
individual  corporation,  company,  partnership,  association, 
firm,  institution,  society,  trust,  joint  venture,  stock 
company,  or  municipal.  County,  State  or  Federal  entity. 
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(a)  Enter  the  complete  name  of  the  company. 

(b)  Enter  the  street  address  of  the  company. 

(c)  Enter  the  City  and  State  where  the  company  is 
located  and  the  ZIP  Code  for  the  address. 

1.3  Contact  Person  Identification: 

This  information  should  relate  to  an  individual  who  can 
be  contacted  if  there  are  questions  regarding  the 
information  contained  in  this  petition. 

(a)  Enter  the  name  of  the  individual. 

(b)  Enter  the  title  by  which  the  individual 
is  identified  in  the  company. 

(c)  Enter  the  area  code-  and  the  telephone  number 
at  which  the  individual  can  be  reached  during 
normal  working  hours. 

Sections  2.0  and  3. 0-3. 7  are  self-explanatory. 

VI.  Section  4.0  -  General  Information 
.4.1  Self-explanatory 

4.2  Enter  the  specific  regulation( s )  which  were  promulgated 
to  ensure  compliance  with  the  staridard(s)  indicated  in  4.1  and 
which  would  be  violated  by  construction  or  use  of  coal  or  alternate 
fuel  capability.  This  would  include  emissions  limitations,  NPDES 
permit  parameters,  etc. 
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4.3  Self-explanatory. 

4.3.1  The  question  must  be  answered  by  completing  the 

Table.  In  the  "Permit"  column,  enter  the  general  name  of  the 
Permit.  Example:  Prevention  of  Significant  Deterioration  Permit, 
Offset  Permit.  Indicate  whether  the  U.S.E.P.A.  or  the  appropriate 
State  pollution  control  agency  must  issue  the  permit. 

4.3.2  -  4.4  Self-explanatory. 

4.5  Check  the  column  which  indicates  the  environmental 
medium  for  which  permits  must  be  obtained.  Example:  (Air,  PSD 
permit) 

4.5.1  You  must  indicate  a  reason  for  not  acquiring 

the  approjpriate  permit(s).  If  the  correct  explanation 

is  not  indicated  on  the  Form,  enter  a  brief  explanation 
next  to  "Other." 

4.6  -  4. 6. 1.1.  Self-explanatory. 

4.6.2  Indicate  the  regulation( s)  which  are  now  being 
violated  -  i.e.,  emission  limitations. 

4.6.3  -  4.6.4  Self-explanatory. 

4.6.5  If  EPA  or  the  State  agency  has  not  finalized 
action  on  the  units  now  in  violation,  indicate  if  you  have  proposed 
a  compliance  plan  for  these  units  to  the  State  or  EPA. 

VII.  Section  5.0  -  Air  Pollution  Requirements 
5.1  -  5.2  Self-explanatory. 
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5.3  If  the  area  is  an  attainment  area  for  certain 

pollutants  and  a  nonattainment  area  for  other  pollutants,  you  are 
required  to  complete  Section  5.3  regarding  compliance  with  PSD 
regulations . 

5.3.2  ERA  assumes  it  is  your  responsibility  to 
determine  the  available  increment  for  your  facility. 

5.3.3  Compliance  with  PSD  regulations  and  the  permitted 
existing  increment  requires  the  source  to  install  Best  Ava;.lable 
Control  Technology.  ERA  assumes  it  is  your  responsibility 

to  determine  how  you  will  comply  with  these  requirements  and 
to  submit  a  proposed  compliance  plan  to  EPA  or  the  State  air 
pollution  control  agency. 

5.3.4'  Self-explanatory. 

Section  5.4  -  5.5.  Self-explanatory. 

IX.  Section  6.0  -  Applicable  Water  Requirements 

6.1  Self-explanatory. 

6.2  -  Indicate  on  a  pollutant  specific  basis  the 
projected  annual  number  of  exceedances  of  each  standard 
that  would  be  violated.  Submit  modeling  studies  to 
substantiate  your  determinations. 

6.3  -  6.9.1  Self-explanatory. 

X.  Section  7.0  Solid  Waste  Requirements. 

7.1  -  7.9  Self-explanatory. 
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NOTICES 


Form  Approved 


U.S.  DEPARTMENT  OF  ENERGY  ^ 

Washington,  D.C.  20461 

INABILITY  TO  RAISE  ADEQUATE  CAPITAL  EXEMPTION 


If  you  are  petitioning  for  a  permanent  exemption 
for  a  new  powerplant  or  installation,  your  filing  re¬ 
quirements  include  the  General  Exemption  Form,  a 
Fuels  Decision  Report  (FDR),  and  this  schedule. 

A  separate  Inability  to  Raise  Adequate  Capital 
Exemption  must  be  submitted  for  each  unit  for  which 
you  are-  seeking  an  exemption. 


1.0  IDENTIFICATION  INFORMATION 

What  is  the  name  of  the  facility,  operating  company  and  the  person  responsible  for 
this  form? 

1.1  Facility  Date  (Site): 

1.2_  Operating  Company  Identification 

(a) 

(a) 

Name 

(b) 

Unit  Identification 

Name 

1.3  Name  of  person  responsible  for  this  application: 

(a) 

(c)  (  ) 

Name 

(b) 

Title 

Area  Code,  Telephone  Number 

1.4  Is  the  petitioner  a  subsidiary  of 

a  consolidated  corporation? 

(a)  _  Yes  .  .  .  answer  1.5  and 

1.6  (b)  _  No  .  .  .  skip  to  2.0 

1.5  What  is  the  name  of  the  consolidated  corporation? 
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1.6"  What  are  the  other  subsidiaries  or  affiliates  of  the  parent  company' 


(3)  Name  and  Title  of 
a  contact  person: 


(4)  Telephone 


2.0  CERTIFICATION 


I  certify  that  the  information  contained  herein  and  appended  hereto  Is  true  and  accurate 
to  the  best  of  my  knowledge. 


Title  18,  use  1001,  makes  It  a  crime' for  any  person  knowingly  and  willingly  to  rake  to 
any  Agency  or  Department  of  the  United  States  any  false,  fictitious  or  fraudulent  state¬ 
ments  as  to  any  matter  within  Its  jurisdiction. 


3.0  Please  list  the  alternate  site  /ifuel  Combinations  considered  and  the 
page  and  chapter  in  the  FDR  where  these  combinations  are  addressed. 


PDR 

Page  VChapter 
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3.0  Con't. 


(a) 

Cost 

Case 

(b) 

Installation/Powerplant  type  and  fuel 
Combinations 

- Tc) - 

Location  and 

Site  No. 

- m  “ 

FDR 

Page  'Chapter 

"ases : 

' 

1 

1 

1 

(8) 

1 

1 

1 

f 

1 

(12) 

1 

_ 1 _ 

Throughout  this  form  please  use  the  above  cost  case  nuitibers  as  a  refer¬ 
ence  to  the  fuel  combination  addressed. 


Note:  (1)  In  support  of  your  Petition  for  Exemption  you  are  required  to 
address  specific  issues  in  your  Fuels  Decision  Report  (FDR) . 
Complete  the  following  questions  to  provide  ERA  with  a  summary 
of  your  responses  and/or  to  indicate  that  such  issues  have  been 
addressed.  Indicate  the  page  and  chapter  number  where  these 
issues  are  discussed  in  the  FDR. 

(2)  If  you  are  petitioning  for  an  exemption  for  a  new  powerplant, 
answer  section  4.0  below. 

(3)  If  you  are  petitioning  for  an  exemption  for  a  new  installation, 
skip  to  section  5.0. 


4.0  SUPPORTING  DOCUMENTATION  FOR  THE  PROPOSED  NEW  POWERPLANT 


As  part  of  your  Fuels  Decision  Report,  where  have  you 
provided : 

4.1  A  statement  of  the  State  regulatory  authority's  policies 
on  utility  capital  structure  and  formation,  on  the  re¬ 
cognition  of  allowance  for  funds  used  during  construc¬ 
tion  (in  the  utility's  net  plant)  and  of  construction 
work  in  progress  (in  the  utility's  rate  base),  and  on 
the  accounting  procedure  for  recognizing  tax  credits 
(flow-through  or  normalized)? 

- 1 -  1 

4.2  Relevant  records  pertaining  to  the  utility's  specific 
efforts  to  raise  capital  associated  with  the  proposed 
powerplant? 

: 

4.3  A  five  year  history  of  the  utility's  capital  structure 
recognizing  specific  security  issues  and  their 
yields  and  investment  ratings?  Indicate  where  an  issued 
security  has  specific  ties  to  an  on-line  or  scheduled 
generating  unit? 

■ . "’1 

1 

1  1 

1  1 
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4.0  Con't. 

As  part  of  your  Fuels  Decision  Report,  where  have  you 
provided; 


4.4  A  five  year  sununary  of  the  utility's  financial  record 
as  indicated  by  the  standard  financial  indicators  in¬ 
cluding  cash  earnings  and  dividend  records,  time  in¬ 
terest  coverage  ratios,  price-earnings  ratios,  and 
market  to  book  value  ratios? 

4.5  Projected  changes  in  the  utility's  capital  structure 
and  financial  indicators  where  the  powerplant  burns 
alternate  fuel  and  oil  or  natural  gas? 


(1) 

FERC 

Form 

1 

(2) 

FERC 

Form 

12 

(3) 

FERC 

Form 

4 

4.7  A  profit  and  loss  statement  and 

balance  sheet  as  submitted  to  the  State  Public  Utility 
Commission?  Provide  this  data  for  both  the  petitioner 
and  where  /..pplicable,  the  Consolidated  Corrorated 

(fir  _ _ 

(1)  Petitioner 

Consolidated  Corpora ted  (or  Parent  Company) 


4.8  A  discussion  on  the  number  of  rate  increases  you  have 
applied  fof  over  the  last  five  years,  including  the 
percent  increase  requested  and  the  portion  of  the 
requested  increase  granted? 


FDR 

Page  ‘Chapter 


Cost  Case 

No. 

Oil  or  natural  gas 

Cost  Case 

No.  : 

Alternate  Fuel 

Cost  Case 

No. 

Alternate  Fuel 

Cost  Case 

No. 

Alternate  Fuel 

Cost  Case 

No. 

Alternate  Fuel 

4.6  A  discussion 
FERC  Torms  1 

of  the  changes  to  hp  made  to 
,  12  and/or  4? 

the  current: 

j 

(Is  there  a  change 

j  Yes  • 

i 

to  this  form? 
No 
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4 . 0  Con ' t . 


As  part  of  your  Fuels  Decision  Report,  where  have  you 
provided; 

•  f 


4.9  A  discussion  on  the  petitioner's  expectations  of  the 

cost  of  debt  and  cost  of  equity  during  the  construction 
period  for  the  proposed  plant,  including  the  expectation 
of  general  inflation? 


1)  What  is  the  cost  of  equity 


(2)  What  is  the  cost  of  debt?  _ _ 


(3)  What  is  expectation  of  inflation?  _ 

(Skip  to  section  6.0) 


5.0  SUPPORTING  DOCUMENTATION  FOR  THE  PROPOSED  NEW  INSTALLATION 


As  part  of  your  Fuels  Decision  Report,  where  have  you 
provided: 


5.1  If  you  are  part  of  an  existing  consolidated  corporation, 
a  three  year  summary  of  the  financial  record  of  the 
consolidated  corporation,  as  indicated  Ly  the  standard 
financial  indicators  including  cash  earnings  and  divi¬ 
dend  records,  time  interest  coverage  ratios,  price- 
earnings  ratios,  market  to  book  value  ratios? 


5.2  If  you  are  part  of  an  existing  consolidated  corporation 
a  list  of  the  corporation's  annual  investment  expen¬ 
ditures  for  each  of  the  last  three  years  beginning  with 
the  most  recent  year  for  construction  and  non-construc¬ 
tion? 


Construction 


(1)  cent  Year 


(2  Year  2 


3  Year  3 


(4)  Average 


5.3  If  you  are  a  new  business  firm,  the  relevant  records, 
including  the  financial  statements,  peitaining  to  your 
specific  efforts  to  raise  capital  associated  with  your 
proposed  facility? 


5.4  A  discussion  on  the  revisions,  if  any,  to  the  most  re¬ 
cent  Form  lOK,  submitted  to  the  Securities  Exchange 
Commission'^ 


Are  there  revisions 
to  Form  lOK? 
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5.0  Con't.' 


As  part  of  Your  Fuels  Decision  Report,  where  have  you 
provided : 


5.5  A  profit  and  loss  statements  and  balance  sheets 

for  the  past  five  years  as  submitted  to  the*  Securities 
Exchange  Commission  where  applicable?  This  discussion 
should  include  data  for  both  the  petitioner  and,  where 
applicable,  the  Consolidated  Corporated.  If  the  most  recent 
Form  lOK  submitted  the  SEC  has  the' necessary  intor- 
mation,  a  reference  to  indicate  such  is  sufficient. 

_ _ 

(I)  Petitioner 


( 2 )  Ccxisolidated  Corporated  (or  Pcirent  Cnmnary) 


5.5.1  Form  I OK  has 

necessary  data  (a)  _  Yes  (b)  _  No 

5.6  A  discussion  on  the  petitioner's  expectations  of  the 
marginal  ^nominal)  weighted  cost  of  capital,  the  margin 
al  nominal  cost  of  debt,  the  marginal  nominal  cost  of 
equity,  and  the  expectation  of  general  inflation? 

(1)  What  is  the  marginal  (nominal^ 

weighted '^cost  of  capital?  _ 

(2)  What  is  the  marginal Cnominal^ 

cost  of  equity?  _ 


(3)  What  is  the  marginal  ^nominal^ 
cost  of  debt? 

(4)  What  is  the  expectation 
of  general  inflation? 
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6.0a  Con't. 


6.2  What  is  the  cost  of  the  annual  operation  and 
maintenance  of  the  Non-Air  Pollution  Control 
Equipment  (NON-APCE)? 


(I)  Operating  Cost  (Itemize,  such  as  Labor) 


(2)  Maintenance  (Itemize) 


6.2.1  What  is  the  total  cost  of  Operation  and 
Maintenance? 


6.3  What  is  the  cost  of  the  annual  operation  and 
maintenance  cf  the  Air  Pollution  Control 
Equipment  (APCE)? 


(I)  Operating  Cost  (Itemize) 


(2)  Maintenance  (Itemize) 


6.3.1  What  is  the  total  cost  of  Operation  and 
Maintenance? 


6.4  What  is  the  annual  Fuel  Cost?  (Itemize) 


CD  Fuel 


(2)  Fuel 


(3)  Fuel 


6,4.1  What  is  the  total  annual  Fuel  Cost? 
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6.0b  INVESTMENT  COST  DATA  FOR  PROPOSED  FACILITY  AND  ALTERNATE  FUEL 
BURNING  CASES jiFor  cniv  cases  iiot  discussed  Cost  Case  No.  _ 


i  6.1  What  is  the  cost  for  the  New  Facility 


(I) 

Feasibility  Study 

(2) 

Land  and  Land  Rights 

(3) 

Fuel  Handling  System 

(4) 

Facility  Building  Superstructure 

(5) 

Steam  Turbine 

(6) 

1 - 

Generator 

(7)  Boiler 


(8)  Internal  Conbustion  Engine 


(9)  Transformer  and  Switchyard 

(10)  Air  Pollution  Control  Equipment 


(II)  Other  Pollution  Control  Equipment 


(12)  Electrical 


(13)  Other  Structual  Parts  and  Material 


(14)  Engineering 


(15)  Design  and  Construction 


(16)  Overhead 


(17)  Interest  During  Construction 


(18)  Other  Major  Costs  (Itemize) 


Page  . Chapter 


(19)  Miscellaneous  Costs  (Itemize) 


6.1. I  What  is  total  cost  of  the  new  facility? 
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6.2  What  is  the  cost  of  the  annual  operation  and 
maintenance  of  the  Non-Air  Pollution  Control 
Equipment  (NON-APCE)? 

Cost 

$ 

FDR 

Page  . Chapter 

(I)  Operating  Cost  (Itemize,  such  as  Labor) 


(2)  Maintenance  (Itemize) 


6.2.1  What  is  the  total  cost  of  Operation  and 
Maintenance? 


6.3  What  is  the  cost  of  the  annual  operation  and 
maintenance  of  the  Air  Pollution  Control 
Equipment  (APCE)? 


(I)  Operating  Cost  (Itemize) 


6.3.1  What  is  the  total  cost  of  Operation  and 
Maintenance? 


6.4  What  is  the  annual  Fuel  Cost?  (Itemize) 


(I)  Fuel 


t2)  Fuel 


t3)  Fuel 


6.4.1  What  is  the  total  annual  Fuel  Cost? 
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7.0  ESTIMATION  OF  HOW  CAPITAL  WILL  BE  RAISED  AND  WHAT  PERCENTAGE  EACH 
FINANCING  METHOD  WILL  CONTRIBUTE  TO* PAYING  FOR  THE  INVESTMENT 


Cost  Case  No.' 


Percentage 

of 

Financing 


Marginal  Cost 

FDR  Reference 

of 

Capital 

Page  '■  Chapter 

(I)  Bonds 


(2)  Perfered  Stock 


(3)  Conunon  Stock 

- - 1 

% 

1 _ _ 

% 

(4)  Retained  Earnings 

% 

% 

(5)  Other,  specify: 

% 

% 

(6)  Total: 

100% 

% 

7.1  What  is  the  Moody  rating  for  the  b<5nds? 

— 

7.2  What  is  the  Moody  rating  for  the  pre¬ 
ferred  stock? 

7.0a  ESTIM.^T;0N  of  how  CAPITAL  WILL  BE  RAISED  AND  WHAT  PERCENTAGE  EACH 
FINANCING'  METHOD  WILL  CONTRIBUTE  TO  PAYING  FOR  THE  INVESTMENT 

Cost  Case  No. 

Percentage 

of 

Financing 

Marginal .Cost 
of 

Capital 

FDR  Reference 

Page  ■  Chapter 

(I)  Bonds 

% 

% 

• 

(2)  Perfered  Stock 

% 

% 

1 

1 

(3)  Common  Stock 

% 

% 

(4)  Retained  Earnings 

% 

% 

1 

(5)  Other,  specify 


(6)  Total: 

100% 

1 

% 

7.1  What  is  the  Moody  rating  fox  the  bonds? 

— 

7.2  What* is  the  Moody  rating  for  the  pre¬ 
ferred  stock?. 
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7.0b  ESTIMATION  OF  HOW  CAPITAL  WILL  BE  RAISED  AND  WHAT  PERCENTAGE  EACH 
FINANCING  METHOD  WILL  CONTRIBUTE  TO  PAYING  FOR  THE  INVESTMENT 

Cost  Case  No. 


Percentage 

of 

Financing 

Marginal  Cost 
of 

Capital 

% 

% 

% 

% 

% 

% 

% 

% 

% 

% 

100% 

% 

Page  ’  Chapter 


(I)  Bonds 


(2)  Perfered  Stock 


(3)  Common  Stock 


(4)  Retained  Earnings 


(5)  Other,  specify 


7.1  What  is  the  Moody  rating  for  the  bonds 


7.2  What  is  the  Moody  rating  for  the  pre 
ferred  stock? 


7.0c  ESTIMATION  OF  HOW  CAPITAL  WILL  BE  RAISED  AND  WHAT  PERCENTAGE  EACH 
'  FINANCING  METHOD  WILL  CONTRIBUTE  TO  PAYING  FOR  THE  INVESTMENT 

Cost  Case  No. 


(I)  Bonds 


(2)  Perfered  Stock 


(3)  Common  Stock 


(4)  Retained  Earnings 


(5)  Other,  specify 


7.1  What  IS  the  Moody  rating  for  the  bonds? 


Percentage 

of 

Financing 

Marginal  Cost 
of 

Capital 

% 

% 

% 

% 

% 

% 

% 

% 

% 

% 

100% 

% 

Page  '  Chapter 
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1  8.0  INFORMATION  ON  THE  TAXES  FOR  ALTERNATE  FUEL  BURNING  CASE 

1  Cost  Case  No.  ' 

1  1 
8.1  What  is  the  estimated  marginal  tax  rate  associated 

1  with  this  investment? 

FDR 

1 

Page  ,  Chapter 

i  (I)  Federal  Taxes  % 

'  ■  i 

1 

(2)  State  Taxes  % 

1  1 

\  (3)  Local  Taxes  ''  % 

*  H 

•J  . . 

8.2  What  is  the  estimation  of  the  annual  cost  of  insurance, 
j  property  taxes,  and  miscellaneous  expenses  as  a  per¬ 

centage  of  total  investment? 

1  1 

1  (I)  Insurance  % 

(2)  Property  Taxes  % 

1  (3)  Misc.  Taxes  % 

i 

j  8.0a  INFORMATION  ON  THE  TAXES  FOR  ALTERNATE  FUEL  BURNING  CAS 

Cost  Case  N 

E 

0. 

8.1  What  is  the  estimated  marginal  tax  rate  assc'ciated 
with  this  investment? 

[ 

FDR 

1 

Page  Chapter 

1  (I)  Federal  Taxes  % 

1 

(2)  State  Taxes  % 

.  1 

(3)  Local  Taxes  % 

-  1 - 

8.2  What  is  the  estimation  of  the  annual  cost  of  insurance, 
property  taxes,  and  miscellaneous  expenses  as  a  per¬ 
centage  of  total  investment? 

1 

1 

1  (I)  Insurance  ''  % 

-  1 

(2)  Property  Taxes  % 

-  . -  1 

1  (3)  Misc.  Taxes  % 

55 


56 


NOTICES 
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8.0b  INFORMATION  ON  THE  TAXES  FOR  ALTERNATE  FUEL  BURNING  CASE 

Cost  Case  No. 

1 

8.1  What  is  the  estimated  marginal  tax  rate  associated 
with  this  investment? 

FDR 

1 

Page  , Chapter 

(I)  Federal  Taxes  % 

1 

(2)  State  Taxes  % 

— t 

(3)  Local  Taxes  % 

-  1 - 

8.2  What  is  the  estimation  of  the  annual  cost  of  insurance, 
property  taxes,  and  miscellaneous  expc^nses  as  a  per¬ 
centage  of  total  investment? 

1 

(I)  Insurance  % 

(  - 

(2)  Property  Taxes  % 

(3)  Misc.  Taxes  % 

-  --f 

8.0c  INFORMATION  ON  THE  TAXES  FOR  ALTERNATE  FUEL  BURNING  CAS 

Cost  Case  N 

E 

D. 

8.1  What  is  the  estimated  marginal  tax  rate  associated 
with  this  investment? 

— 

FDR 

.  1 

Page  , Chapter 

(I)  Federal  Taxes  % 

(2)  State  Taxes  % 

- 1 - 

(3)  Local  Taxes  % 

- 1 - 

-  1 - 

8.2  What  is  the  estimation  of  the  annual  cost  of  insurance, 
property  taxes,  and  miscellaneous  expenses  as  a  per¬ 
centage  of  total  investment? 

1 

(I)  Insurance  % 

1 

(2)  Property  Taxes  *  % 

(3)  Misc.  Taxes  % 

. -T-- 

• 
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9.0  FINANCIAL  STATEMENT  INFORMATION  FOR  COMPANY  IN  THE  CONSOLIDATED 
CORPORATION  OWNING  FACILITY 


9.1  From  Latest  Annual  Report  (Year  End)  From  Balance  Sheet 
(Net  of  Accumulated  Depreciation) 


(I)  Long  Term  Debt 


(2)  Preferred  StocJc 


(3)  Common  Stock 


(4)  Retained  Earnings 


(5)  Total  Capitalization 


(6)  Common  Shares  Outstanding  at 

-  Year  End  - 

(7)  Current  Assets 


(8)  Current  Liabilities 


(9)  Working  Capital 


9.2  From  Statement  of  Changes  in  Financial  Position 


FDR  ' 

Page  , Chapter 


(I) 

Investments  in  Property 
Year 

and  Plant  During 

(Data  from  income  statement  which  is  sum¬ 
marized  into  the  following  format:) 

(2) 

Operating  Revenues 

(3) 

Fuel  Cosrs 

' 

(4) 

Other  Operating  Expenses 

(5) 

Depreciation 

(6) 

Federal  Income  Taxes 

(7) 

Interest  Charges 

(8) 

Allowance  for  Funds  used 
Construction 

During 

(9) 

Net  Income 

(10) 

Preferred  Dividends 

(a)  Earnings  Available  for  Common 

1^  ' 
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9.0 

Con*  t. 

9.2 

From  Statement  of  Changes  in  Financial 
Position 

Cost 

FDR 

$  . 

Page  Chapter 

(II)  Conunon  Dividends 


(12)  Other  ChangQ,s 


(a)  Increase  (Decrease)  in  Retained 
Earnings 


(13)  Weighted  Average  Common  Shares 
Outstanding 


(14)  Earnings  per  Common  Share 


9*3  (For  Powerolants  onlv:)  Elsewhere  in  Annual  Report 


Kilowatt  Hour  Sales  (in  thousands) 


Notes:  (I)  If  you  have  considered  additional  alternate  site/fuel  combinations 
from  those  in  Part  2.1  of  Schedule  A  or  B  (  the  additiona 
copibinations  used  in  section  3.0  of  this  form),  answer  section 
10. 0  below. 

(2)  If  you  have  not  considered  additional  alternate  site/fuel  com¬ 
binations  from  those  in  Part  2,1  of  Schedule  A  or  B,  slcip  to 
section  II. 0. 


10. 0  ADDITIONAL  ALTERNATE  SITE/FUEL  COMBINATION  INFORMATION 


Where  in  your  Fuels  Decision  Report  have  you  provided: 


10. 1  A  discussion  on  the  useful  life  for  the  power  plant' 

10. 1. 1  Are  you  assuming  a  useful  life  other  than  35  years? 

(a)  _  Yes  (b)  _  No 


10.2  A  detailed  accounting  of  all  major  construction  and 
equipment,  including  all  critical  assumptions  and  _ 
sufficient  data  to  support  your  estimates? 


10.3  A  detailed  accounting  of  all  delivered  fuel  expend¬ 
itures,  including  critical  assumptions  and  sufficient 
data  to  support  your  estimates? 


10.4  The  power  plant  design  capacity  and  the  heat  input  rate 
for  each  fuel  considered? 


10,5  The  timing  of  capital  outlays? 


10,6  The  engineering  details 


FDR 

Page  'Chapter 
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Total  Annual  Capital  Financing/Year  Occurs  ($  000) 
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14.0b  ESTIMATED  ADDITIONAL  CAPITAL  FINANCING  REQUIRED  FOR  ALTERNATE  FUEL  FACILITY  BEYOND  FINANCING  REQUIRED  FOR  PROPOSED  FACILITY 
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NOTICES 


FEDERAL  REGISTER,  VOL  44,  NO.  30— MONDAY,  FEBRUARY  13,  1979 


Total  Annual  Capital  Financing  Occurs/Year  Occurs  ($  000) 
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KDCIAI  MOISnil,  VOL  44,  HO.  3O-M0HI>AY.  KMUA.Y  IJ.  1*79 


15.0b  ESTIMATED  CAPITAL  FINANCING  FOR  ALTERNATE  FUEL  FACILITY 

Financing  •  Financing  .j.  Capital  Financing  Occurs/Year  Occurs  ($  000) 

Entity  .  Instrument  _ _ [_ _  _ _ 
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U.S.  DEPARTMENT'OF  ENERGY 
Washington,  D.  C.  20461 


Form  Approved 
0M3  No. 


•  PERMANENT  EXEMPTION  FOR  NEW  POWERPLAMTS 

AND  NEW  INSTALLATIONS  DUE  TO  CERTAIN  STATE  OR  LOCAL  REQUIREMENTS 


If  you  are  petitioning  for  a  Permanent  Exemption 
due  to  certain  state  or  local  requirements  for  a  new 
poverplant  or  a  new  installation,  your  filing  require¬ 
ments  include  the  appropriate  General  Exemption  Form,  a 
Fuels  Decision  Report,  the  appropriate  schedules  and 
this  form.  All  evidence  requi red’ for” an  Alternative 
"Site  Requirement  must  accompany  the  petition  in  the 
se  of  oowerplants. 


A  separate  permanent  exemption  form  for  new  powerplants 
ar;d  new  installations  must  be  submitted  for  each  unit  for 


1.0  IDENTIFICATION  INFORMATION 

What  is  the  name  of  the  facility,  operating  company  and  the  person  responsible  for 

this  form? 

1.1  Facility  Data  (site): 

1.2  Operating  Company  Identification: 

(a) 

(a) 

Name 

Name 

(b) 

Unit  Identification 

1 

1.3  Name  of  person  in  your  company  to  whom  questions  regarding  this  petition  may 
be  directed  if  different  from  the  General  Form’: 


(c)  (  ) _ 

Area  Code,  Telephone  Number 


2.0  CERTIFICATION 


I  certify  that  the  information  contained  herein  and  appended  hereto  is  true  and 
accurate  to  the  best  of  my  knowledge. 


Name  Title  Signature  Date 

Title  18,  use  1001,  makes  it  a  crime  for  anv  person  knowingly  and  willingly  to  make 
to  any  Agency  or  Department  of  the  United  States  any  false,  fictitious  or  fraudulent 
statements  as  to  any  matter  within  its  jurisdiction. 
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What  is  the  Title,  Citation  and  Date 
of  Enactment  of  the  pertinent  State 
or  local  requirement  that  you  be¬ 
lieve  makes  infeasible  the  opera¬ 
tion  or  construction  of  your 
proposed  facility  using  an 
alternate  fuel?  (Attach  a  copy 
of  the  requirement  and  a  copy  of 
the  leqislative  historv.  if 
applicable,  relating  to  this 
requirement. ) 


4.0  What  is  the  name  and  location  of 
the  administrative  body  which  im¬ 
plements  this  requirement? 


Are  there  any  provisions  in  the 
requirement  you  have  identified  in 
3.0  above  which  establish  procedures 
for  obtaining  waivers  or  variances 
from  the  provisions  that  you  believe 
make  the  operation  or  construction 
of  your  facility  using  an  alternate 
fuel  infeasible? 

5.1  What  is  the  subparagraph  for 
that  provision? 

5.2  What  is  the  page  and  chapter  num¬ 
ber  in  your  Fuels  Decision  Report 
where  you  address  all  the  efforts 
you  have  made  to  obtain  a  waiver 
or  variance  from  the  pertinent 

'State  or  local  authority  or  have 
attempted  to  change  the  law? 

5.3.  Have  you  applied  for  a  waiver 

or  variance  under  the  provision 
identified  in  3.0  above? 

5.4  What  is  the  status  of  that  waiver 
application? 


What  is  the  date  for  a 
decision  on  the  waiver  or 
variance? 

What  administrative  body  is 
handling  the  case? 


2-  Title 
b.  Citation 


c.  Date  of  Enactment 


d.  Effective  Data 


FDR  REFERENCE 


e.  Page _ 

f.  Chapter_ 


b.  Street _ 

c.  ■  City _ 

d.  State _ 

e.  Zip _ 

f.  Telephone- 


/  /  YES  -  Answer  S.O.b 
n  NO  -Skip  to  5.0.C 


Citation 


a.  Page_ 


FDR  REFERENCE 


I).  Chapter_ 


a.  l_J  YES  -  Answer  5.0  e,  5.0  f  and 
_  5.0  g  below. 

LJ  "  Do  not  continue  with 
_  this  form. 

a.  Granted 

b.  [J  Denied 

c.  IZJ  Pending 


a .  Name _ 

b.  Contact 

Person _ 

c .  Phone _ 
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6.0 

What  is  the  page  and  chapter  in  your 

a. 

b. 

Fuels  Decision  Report  where  you 
address  the  following: 

Page 

Chapter 

6.1 

Description  of  any  activities  you 
were  involved  in  pertaining  to  the 
enactment  of  the  requirement. 

6.2 

Description  of  equipment,  procedures, 
advance  planning  time  and  costs 
necessary  to  comply  with  the  re¬ 
quirement. 

6.3 

Detailed  description  of  why  com¬ 
pliance  is  infeasible. 

6.4 

The  impact  upon  you  and/or  your 
local  community,  if  any,  should 
your  petition  be  denied. 

6.5 

An  explanation  of  why  granting 
this  exemption  would  be  in  the 
public  interest. 

6.6 

An  analysis  of  why  you  cannot 
qualify  for  any  of  the  following 
Permanent  Exemptions: 

o  Lack  of  alternate  Fuel  j 

Supply  for  10  years, 
o  Lack  of  Alternate  Fuel  Supply 
at  a  Reasonable  Cost  j 

o  Site  Limitations  i 

o  Environmental  Requirements  j 

o  Adequate  Capital  j 

1 

NOTES : 
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DRAFT 

DEPARTMENT  OF  ENERGY  ECONOMIC  REGULATORY 
ADMINISTRATION  PERMANENT  EXEMPTION  FOP 
NEW  POWERPLANTS  AND  NEW  INSTALLATIONS  DUE 
TO  CERTAIN  STATE  OR  LOCAL  RECUIREMENTS 

INSTRUCTIONS 

I.  Authority/Purposes.  This* form  is  required,  pursuant  to 
the  provisions  of  Title  10  of  the  Code  of  Federal  Regulations, 
Part  503.36  and  505.26,  Public  Law  95-620,  Powerplant  and 
Industrial  Fuel  Use  Act  of  1978  (FUA),  to  complete  a  petition 
to  the  Economic  Regulatory  Administration  (ERA)  for  exemption 
from  the  prohibitions  imposed  under  Title  II  of  FUA  due  to 
Certain  State  or  Local  Requirements  and  will  be  used  by  FPA 

to  evaluate  a  petitioner's  eligibility  for  such  exemption. 

II.  Who  may  submit.  Form  ERA-308 _  may  be  submitted  by 

owners  of  new  powerplants  and  new  installations,  or  for 

units  classified  as  "new,"  where  the  petitioner  maintains  that: 

a.  With  respect  to  the  proposed  site  of  the  new 
powerplant  or  new  installation,  the  construction  or 
operations  of  such  a  facility  using  coal  or  any  other 
alternate  fuel  is  infeasible  because  of  a  State  or 
local  requirements  (other  than  a  building  code  or  a 
nuisance  or  zoning  law); 

b.  In  the  case  of  a  new  powerplant,  there  is  no  reason¬ 
able  alternate  site  for  such  powerplant  which  meets  the 
criteria  set  forth  in  Title  II,  Subtitle  E  of  FUA;  and 

c.  The  granting  of  the  exemption  would  be  in  the  public 
interest  and  would  be  consistent  with  the  purposes  of 
this  Act. 

III.  To  Whom.  Submit  Form  ERA-308  and  all  accompanying 
docuements  in  triplicate  (3)  to: 


Department  of  Energy 

Economic  Regulatory  Administration 

2000  M  Street,  N.W.,  Room  _ 

Washington,  D.C.  20461 
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(b)  If  you  are  filing  a  petition  under  this 
part  on  behalf  of  a  wholly-owned  subsidiary, 
then  the  requirements  of  (a)  above  shall 
apply  to  the  subsidiary  and  to  the  parent 
corporation  as  well.  (Four  signatures  may  be 
requiried. ) 

3.0  The  State  or  local  requirement  preventing  the  use 
of  alternate  fuel(s): 

(a)  and  (b)  Provide  a  copy  of  the  pertinent 

State  or  local  requirement  and  its  legislative  history. 

(c)  Give  the  date  this  State  or  local 

law  was  passed  and  (d),  the  date  it  becamse 
effective . 

(e)  and  (f)  Give  the  page  and  chapter  numbers 
in  your  Fuels  Decision  Report  where  this  State 
or  local  law  that  you  cited  and  your  discussion 
of  how  it  prevents  you  from  using  coal  or 
alternate  fuels  appears. 

4.0  (Sive  name  and  location  of  the  administrative  body 
which  implements  this  requirement. 

[a)  Give  the  exact  name  of  the  State  or  local 
i.'egulatory  body,  agency,  or  office  that  is 
.responsible  for  implementing  this  law. 

(b) (c)(d)(e)  and  (f)  Enter  the  full  name  of  .the 
street.  City,  State,  Zip  Code  end  the  telephone 
number  of  this  administrative  body. 

5.0  Obtaining  waivers/variances  from  a  State  or  local 
requirement. 

5.1  (a)  If  there  is  a  provision  for  a  waiver  or 

variance  that  would  allow  you  to  use  coal  or 
other  alternate  fuels,  check  "yes."  If  there 
is  none,  check  "no." 

(b)  If  you  checked  "yes"  in  5.1,  cite  the 
name  of  the  provision  which  pertains  to  a 
waiver/variance  to  burn  alternate  fuels. 


ERA- 30 8 


Page  5 


FEDERAL  REGISTER,  VOL  44,  NO.  30— MONDAY,  FEBRUARY  1979 


9174 


-NOTICES 


IV.  Labeling.  "Exemption  for  New  Powerplant"  or 
"Exemption  for  New  Installation,"  as  the  case  may  be,  should  be 
clearly  labeled  on  the  outside  of  the  envelope  in  which  the 
petition  is  transmitted. 

V.  When  to  file.  A  petition  for  exemption (s)  may  be 
filed  at  any  time  after  May  8,  1979. 

VI.  Section  1.0  Identification  Information. 

1.1  Facility  Data  (Site): 

(a)  Enter  the  name  by  which  the  facility  site 
is  identified. 

(b) 'Enter  the  specific  identification  of  the  unit. 

For  example,  boiler  #234. 

1.2  Operating  Company  Identification: 

This  information  relates  to  the  company  which 
had  the  actual  responsibility  for  the  operation 
of  the  facility.  Included  under  the  meaning 
of  company  is  any  individual  corporation, 
company,  partnership,  association,  firm, 
institution,  society,  trust,  joint  venture, 
stock  company,  or  County,  State  or  Federal 
entity. 

1.3  Contact  Person  Identification: 

This  information  should  relate  to  the  individual  who 
can  be  contacted  if  there  are  questions  regarding  the 
information  contained  in  this  petition. 

(a)  Enter  the  name  of  the  individual. 

(b)  Enter  the  title  by  which  the  individual  is 
identified  in  the  company. 

(c)  Enter  the  area  code  and  the  telephone  number 
at  which  the  individual  can  be  reached  during 
normal  working  hours. 

2.0  Certification: 

ia)  If  you  file  a  petition  under  this  part  on 
behalf  of  a  corporation,  the  Chief  Executive  Officer 
of  the  company  and  the  Chairman  of  the  Board  shall 
attest  in  writing  to  the  accuracy  of  all  information 
contained  in  or  appended  to  your  petition. 
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5.2  Cit«  the  page  and  chapter  numbers  in  your 
Fuels  Decision  Report  where  you  demonstrate 
your  good  faith  efforts  to  obtain  a  waiver/ 
variance  from  the  provisions  of  the  State 
or  local  requirement  which  prevents  you 
from  burning  alternate  fuels.  This  section 
should  include  all  methods  you  undertook 

in  order  to  obtain  a  waiver/variance. 

5.3  Check  (a)  "yes"  if  you  have  applied  for  a 
waiver/variance  from  the  provisions 

of  the  State  or  local  requirement. 

5.4  Indicate  the  status  of  your  request  for 
waiver/variance  by  checking  either 

(a)  "granted,"  (b)  "denied,"  or  (c) 

"pending."  If  your  request  for  a  waiver/ 
variance  was  denied,  cite  the  page  and 
chapter  numbers  in  your  FDR  where  you 
have  provided  full  documentation,  citing  all 
reasons  or  circumstances  under  which  your 
application  was  denied,  including  the  name 
and  address  of  the  administrative  body 
responsible  for  the  denial  and  the  name 
of  a  contact  and  phone  number. 

5.5  Provide  the  date  the  application  for  waiver/ 
variance  was  initially  filed. 

5.6  Give  (a),  the  name,  (b),  the  contact  person, 
and  (c),  the  phone  number  of  the  administrative 
body  handling  your  application  for  waiver/ 
variance . 

6.0  Cite  the  page  and  chapter  numbers  in  your  Fuels 

Decision  Report  where  you  provided  information 

to  the  following  questions: 

6.1  Report  any  involvement  you  may  have  had  relating 
to  the  passage/enactment  of  the  State  or  local 
law  preventing  you  from  burning  coal  or  another 
alternate  fuel. 

6.2  Specify  what  equipment,  procedures,  leadtimes 
and  costs  are  necessary  to  comply  with  this 
State  or  local  law. 
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6.3  Specify  why  compliance  with  this  State  or 
local  requirement  makes  it  infeasible  to 
construct  and/or  operate  with  coal  or 
other  alternate  fuels. 

6.4  Address  the  impact  upon  you  and/or  your  local 
community,  if  any,  if  your  petition  is  denied. 

This  section  of  your  Fuels  Decision  Report 
should  fully  describe  any  environmental  impacts, 
engineering  problems,  site  limitations  or  other 
technical  considerations  that  may  cause  an 
adverse  impact  upon  you  or  your  local  community 
if  you  burn  coal  or  other  alternate  fuels. 

6.5  Explain  why  the  granting  of  this  exemption  would 
be  in  the  "public  interest."  The  reason  you 
cite  should  include  a  full  explanation  as  to  how 
this  State  or  local  requirement  affects  the 
general  public  such  as:  health  and  safety, 
available  water,  waste  disposal,  severe  economic 
problems  or  any  other  problems  that  would  affect 
the  general  public  in  a  severe  or  adverse  manner 
if  such  facility  is  denied  an  exemption. 

6.6  Demonstrate  that  you  are  ineligible  for  a  permanent 
exemption’  based  on  lack  of  alternate  fuel  supply, 
site  limitations,  environmental  reouirements,  or 
inability  to  obtain  adequate  capital.  If  applicable, 
cite  in  your  FDR  other  exemptions  applied  for  and 
whether  granted  or  denied. 
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lAFT 

PERMANENT  EXEMPTION  FOR 
FOR 

NEW  POWERPLANTS  AND  NEW 

COGENERATION 

INSTALLATIONS 

If  you  are  petitioning  for  a  Permanent  Exemption  for  a  new 
powerplant  or  a  new  installation,  your  filing  requirements 
include  the  appropriate  General  Exemption  Form,  a  Fuels  Decision 
Report,  this  form,  and  the  appropriate  schedules. 

A  separate  Cogeneration  Exemption  form  must  be  submitted  for 
each  unit,  for  which  you  are  seeking  an  exemption. 


1.0  Identif iceition  Information 


What  is  the  nane  of  the  facility,  operating  company  and  the  person 
responsible  for  this  form? 


1.1  Facility  Data  (Site): 

(a)  Name:  _  . 

(b)  Unit  Identification 


1.2  Operating  Company  Identification 
(a)  Name: 


1.3  Name  of  person  in  your  company  to  whom  questions  regarding  this 
petition  may  be  directed  if  different  from  the  General  Form: 

(a)  Name:  _ 

(b)  Title:  _ 

(c)  Telephone  number:  (  ) _ ^ _ 

2.0  Certification 


I  certify  that  the  information  contained  herein  and  appended  hereto  is  true 
and  accurate  to  the  best  of  my  knowledge. 


I  Title 


Title 


{Signature 


Signature 


Title  18,  use  1001,  makes  it  a  crime  for  any  person  knowingly  and  willingly 
to  make  to  any  Agency  or  Department  of  the  United  States  any  false,  ficti¬ 
tious  or  fraudulent  statements  as  to  any  matter  within  its  jurisdiction. 
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•2.0  FACILJTY  iNFOPJ^TlON 


2.1 

What 

type  of  Utility  is  this? 

U) 

o 

Investor  Owned 

(d) 

U 

State 

!  (b) 

LJ 

Cooperati ve 

(e) 

U 

Municipal 

'  (c) 

D 

Federal 

if) 

U 

Other  _ 

2.2 

In  w'; 

‘.at  electric 

region  ere  you  located?  (See  ins 

tructions  for  coding.) 

(a) 

n 

APS 

(k) 

LJ 

TVA 

(u) 

n 

KOKAN 

(b) 

LJ 

AEP 

(1) 

U 

VACAR 

(v) 

u 

OG 

(c) 

n 

NEPOOL 

(m) 

U 

CAPCO 

(w) 

u 

IIS 

(d) 

Tj 

KYPP 

(n) 

U 

CCD 

(x) 

u 

'IMPP 

(e) 

n 

PJM 

(0) 

u 

KG 

(y) 

o 

SVPP 

(f) 

fj 

CEC 

(P) 

u 

IG 

(2) 

u 

A/N*V.3 

(p) 

£J 

rCG 

(q) 

u 

ILLKO 

(2’) 

u 

SCK'v 

(h) 

Tj 

ys\i 

(r) 

u 

KECS 

(b') 

u 

NCHV 

(i) 

U 

sc 

(s) 

u 

WUhS 

(C) 

u 

AK 

(3) 

/  / 

CSC 

(t) 

u 

KAPP 

2.3 

*  c 

are  to  whicth 

Statutory  Prehib; 

ition 

this  Petit 

ion  F>ertaLn£: 

(£;  Q  Prohibition  of  the  use  of  petrcleur.  cr  natural  gas  as  a 
prijr.ary  e.nercy  source. 

Iz)  Q  Prohibition  of  the  construction  of  an  electrical  pcverplant 
without  the  capability  to  use  an  alternate  fuel  as  a  pri-rary 
_ energy  source. _ 

2.-4  Wncr  is  the  type  of  unit  you  ere  seeking  an  exemption  for: 

(c)  rj  Seiler  (b)  Combustion  Turbine  (c)  £7  Cerhined  Cycle 

2.5  W-.ct  is  the  cesicn  capacity  of  your  new  Unit? 

(a)  _ Kl'iSTU's/Kour  Heat  Input  Rate 

(b)  _ Megawatts  Output 

(c)  (If  a  boiler)  _  Pounds  of  Steam  Per  Hour 

2.6  Are  there  ether  electric  generating  units  at  the  site  of  this  new  unit  which 
individually  have  a  design-  heat  input  capacity  of  50  million  BTU's  per  hour, 
or  greater? 

(a)  Yes. ..Answer  2.7  (b)  [j  No. ..Skip  to  2.8 


2.7  Wnat  is  the  total  design  heat  input  capacity  at  the  site  (counting  the  new  unit 
and  those  other  units  considered  in  Question  2.6  above)? 

_  _  WSTU*s  per  hour. _  - 

2.8  Have  you  filed  a  petition  with  ERA  for  classification  of  this  Unit  as  "EXISTING?" 

(a)  /77  Yes. ..What  is  the  Docket  Number?  _  (b")  LJ  ’  No. ..Answer  2. 
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^.S  Iridicete  the  ^ppro?riete  clessificetiorj  for  your  filing  es  e  Jvew 
FtN^rplent: 

(e)  Q  ^  April  20,  1577,  unit  was  not  qperetional. 

(t>)  □  Since  April  20,  1577,  unit  hes  been  either  reconstructed,  refurbished, 
cx  eooed  to,  end  the  cost  of  such  reconstruction,  refurbishirent, 
or  edcition  equals  or  exceeds  50%  of  the  price  of  a  replacercnt  unit.. 

(c)  Q  Since  liovenher  9,  1576,  unit  was  moved  froc.  one  site  to  another. 

2.10  Indicate  the  status  of  development  for  this  unit  by  placing  an  "X"  in  the  milestones 
accomplished  as  of  the  date  of  this  Petition. 


(2) 

n 

Conceptual  stage 

(f) 

n 

Contract  executed 

(b) 

n 

Planning  stage 

(g) 

n 

Construction  started 

(c) 

n 

Preliminary  design  stage 

(h) 

u 

Construction  completed 

(d) 

n 

Final  Design  Stage 

(i) 

u 

Unit  operational 

(e) 

n 

Proposals  requested 

2.1C.1  Wnat  is  the  date  the  unit  became  operational  or  the  date  it  is  projected  to 
become  operational?  _ 


3.0  £>.EK?TI0r;  1NF0R^'ATI0N 


Place  an  "X"  in  the  appropriate  box  to  indicate  the  type  of  exemption  request(s)  you 
have  submitted  with  this  exemption  reouest.  If  you  have  previously  submitted  an 
exemption  for  this  unit,  enter  the  docket  number  in  the  space  provided. 


3.1  Temporary  exemptions  for  new  powerplants 
.  Ty?f  of  Eifffiption 

Ltck  cf  dternete  fuel  supply . 

Site  limitetions . 

Inefcility  tc  comply  with  tppli cable  eivironnental 

requirements . . . 

Future  use  of  synthetic  fuels . 

Fublic  interest  exemption . . . 


Docket  humbe^ 


(e) 

CJj 

(t) 

o 

(c) 

ID 

JZi 

(e) 

zn 

3.2  Permanent  exemptions  for  new  powerplauits 

Type  cf  exemption 

(a)  JO  tack  of  alternate  fuel  supply  for  the  first  ten 

years  of  useful  life . 

(b)  JO  Lack  of  alternate  fuel  supply  at  a  cost  which  does 

not  substantially  exceed  the  cost  of  using 

petroleum . 

r~j  site  limitations . 

OJ  Inability  to  comply  with  cpplicablc  environmental 

requirement . 

O  Inability  to  obtain  adequate  capital . 

ZZj  State  or  local  requirements . . . 

^  Cogeneration 

rO  Fersanent  exemption  for  certain  fuel  nlxtures, 

containing  natural  gas  or  petroleum . . . . 

CJ  Caergenry  purposes..... . . . 

Q  Re  liability  of  . . . . . 

(£)  O  RcaXload  . . . 

(1)  Q  Interwdlat*  load  . . . 


Docket  Nuirber 


iSi 

(e) 

i;! 

(h) 

(<) 

lj) 
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4.5  Wliat  is  Uie  estimated  annual  capacity  factor  (10  years  average) 
use  in  the  calculation  of  (c)?  ^ 

(3)  _  percent. 


NOTICES 


hKA- 


^  ■  1 
3.0  Supporting  Documentation  | 

_ _ _ _ _ — — - 

In  support  of  your  Petition  for  a  Permanent  Exemption  for-  Cogen¬ 
eration,  you  are  required  to  address  specific  issues  in  your  Fuels 

Decision  Report.  Complete  the  following  questions  to  provide  ERA  with 
a  summary  of  your  responses  and/or  to  indicate  such  issues  have  been 
addressed.  As  appropriate,  indicate  the  page  and  chapter  number  where 
the  issues  are  discussed  in  the  Fuels  Decision  Report  (FDR) . 

{  As  part  of  your  Fuels  Decision  Report,  where  have  you  provided: 

1  3.1  Documentary  evidence  which  demonstrates  that  you  considered  the  | 

1  use  of  alternate  fuels,  including  a  description  of  the  fuel 

1  alternatives  you  examined  and  the  factors  important  in  your 

I  decision  to  reject  the  use  of  alternate  fuels?  Such  factors 

1  would  include  lack  of  alternate  fuel  supply,  site  limitations, 

1  enviromental  requirements,  or  inability  to  raise  adequate 

I  capital. 

F 

Page 

(a) 

DR 

Chapter  I 
(b) 

I  3.2  Purchaser's  design  specifications  for  the  new  unit? 

• 

3.3  An  engineering  description  of  the  syst'em,  including  proposed 

output  and  uses  thereof,  with  sufficient  detail  to  insure  that 
the  unit  qualifies  as  a  cogeneration  facility? 

1 

i 

1 

1  3.4  A  detailed  economic  and  engineering  analysis  demonstrating  the 

1  the  benefits  of  cogenerating  with  petroleum  or  natural  gas  and 

1  demonstrating  that  these  genefits  are  not  obtainable  through  the 

1  use  of  alternate  fuels? 

i 

1 

1  3.5  A  comparison  of  the  total  oil  and  gas  consumption  by  the  pro- 

1  posed  cogeneration  project  and  the  best  feasible  alternative, 

1  including  the  effect  on  oil  or  gas  used  by  the  installation  or 

1  by  other  affected  parties? 

1 

3.6  An  analysis  of  the  immediate  and  long-term  economic  impacts  on 
parties  not  directi ly  involved  in  the  project? 

3»7  Evidence  IJiat  an  exemption  could  be  justified  on  the  grounds 
of: 

(i)  technical  innovation 
(ii)  urban  impacts 

(iii)  other  special  benefits  or  public  interest 

. 

i 

- 

- — ^ H 
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4.0  Description  of  System 


4.1  Descibe  briefly  the  type  of  cogeneration  arrangement  you  have, 
referring  to  attached  diagrams  and  specifications,  or  to  sec¬ 
tions  (and  pages)  of  the  Fuels  Decision  Report. 


4.2.1  What  is  the  net  dependable  electric  generation  capacity  of 
tliis  facility? 


4.2.2  What  is  the  maximum  useable  thermal  output  of  the  Facility 
(excluding  reject  heat) ? 


(a) 

Media 


(b)  (c)  (d)  (e)  (f) 

Per  Cent  Pounds  of  Degrees  Pounds  per  Gallons 

%  Steam  per  Fahrenheit  square  inch  per  hour 

Hour  ^F  PS I  gph 
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4.5  Is  the  applicant  a  utility? 

_  Yes  ....  skip  to  5.0 

No  ....  answer  4 . 6 


4.6  (a)  Does  the  proposed  project  involve  a  contract  with  a  utility 

regarding? 


(i) 

Joint  ownership  facility? 

Yes 

_  No 

(ii) 

Utility  ownership  of  specific 
parts  of  facility? 

Yes 

_  No 

(iii) 

Utility  purchase  of  surplus 
power? 

.  '  Yes 

_  No 

(iv) 

Utility  supply  of  stand-by 
power? 

Yes 

_  No 

(V) 

Other  utility  involvement, 
specify:  ? 

Yes 

_  No 

(b)  If  the  answer  to  any  of  the  above  is  Yes,  where  in  your  Fuels 
Decision  Report  is  a  suiranary  of  the  current  status  and  key 
features  of  the  contract  for  each  item  checked,  including 
ooligations  of  each  part  under,  curtailment  or  emergency 
conditions?  Page  _ _  Chapter^ _ 

Describe  briefly  the  best  feasible  alternative  for  accomplishing 
all  of  the  functions  performed  by  the  proposed  facility  if  the 
use  of  petroleum  or  natural  gas  is  denied.  (This  alternative 
may  or  may  not  involve  cogeneration.)  Where  have  you  included  a 
more  detailed  description  of  this  alternative  in  your  Fuels 
Decision  Report?  Page  _  _  Chapter _ 
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The  purpose  of  this  section  is  to  compare  the  total  energy  con¬ 
sumption  (and  the  types  of  fuels  consumed)  between  the  proposed 
cogeneration  facility  and  its  best  alternative.  This  requires 
that  a  heat  balance  of  each  system,  based  on  annual  consumptions, 
be  performed. 

In  order  to  complete  this  heat  balance,  use  the  heat  balance 
flow  charts  provided  in  items  6.1  and  6.2.  Enter  on  the  lines 
provided  the  quantities,  types  of  fuels  used,  and  BTU  amounts 
where  applicable  for  your  cogeneration  system  and/or  the  inter¬ 
acting  end  user  and  utility  systems.  Enter  NA  wherever  the  quan¬ 
tities,  types  of  fuels  used  and  BTU  amounts  are  not  applicable. 


6.1  Proposed  Cogeneration  System 


>  clectriclt 


aaount  ef  fuel 


used  to  generate 
this  electricity 


•lectrlclCTpacchaalcal  tlBraal 
_ kwh  I  eaergy  I  •vrgy 

I _ kp  bA _ 


aaount  of  fuel 


used  to  generate 
this  theiaal 
•aergy 


fuel  is 
type  — ^ 
quantity 


OOGDiERATlON 

SYSTOI 


waste  heat  and 
> conversion  losses 
_ ^ITU 


alactriclty 

kwh 


tbcimal  energy 

BTU 


fuel  that  would  otbcxvlsc  he 
usee  by  utility  to  generate 
this  electricity.  This  will 
be  treated  as  a  credit  to  the 
cogeneration  systen 


fuel  that  would  othciwlBC  be 
used  by  utility  tt  generate 
thia  thcraal  energy.  This  will 
be  treated  as  a  credit  to  the 
cogeneration  systen. 


■  Bead  only  be  eowputed  if  different  froa  Best  Alternative 
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6.2  Best  Alternative  System 


END  USE 
BTU  USED 


UTILITY 


thercal  ener 


BTU 


Thermal  energy^ 


nechaslcal 

energy 

_ HP 


BTU  lost 


BTU  lost 


ovmt  of  fuel 


used  to  generate 
this  electricity 


amount  of  fuel 


used  to  generate 
this  thermal 
energy 


gas 

other 


*  Need  only  be  computed  if  different 
from  Proposed  Cogeneration  System 


amount  of  fuel  used 


What  is  the  net 
amount  of  fuel 
consumed  annually 
(by  type)  by  the 
system  employing 
cogeneration? 


6.4  What  is  the  net 
amount  of  fuel 
consumed  annually 
(by  type)  for  the 
Best  Alternative? 


(a) 

(b) 

(c) 

(d) 

(e) 

Coal 

Residual 

Oil 

Distillate 

Oil 

Gas 

Other: 

BTU 

BTU 

BTU 

BTU 

BTU 

i 

FEDERAL  REGISTER,  VOL  44.  NO.  30— MONDAY,  FEBRUARY  IX  1979 


NOTICES 


9187 


7.0  Using  the  Cost  Test,  determine  how  the  proposed  cogeneration  facility  compares 
economically  with  the  alternative  discussed  in  6.0,  See  the  instructions  for 
direction  as  to  how  the  Cost  Test  implies. 

NOTE:  (1)  If  these  comparisons  are  expected  to  change  within  the  first  ten  years  of 

the  proposed  project,  fill  in  the  appropriate  tables  in  Schedules  A 
and/or  B. 

(2)  State  all  costs  in  dollars  of  the  year  the  petition  is  submitted. 

(3)  A  "utility"  in  this  form  means  either  a  non-electric  utility  (e.g.,  a 
gas  utility)  or  an  "electric  utility"  as  defined  in  the  proposed 
regulations  (Sec.  500.2  (a)  (28)),  except  that  a  person  is  not 
considered  an  electric  utility  if  he  sells  no  electric  power  other 
than  the  sale  for  resale  of  the  power  from  the  proposed  cogeneration 
facility  or  from  other  cogeneration  facilities. 

(A)  If  you  are  a  non-utility,  answer  7.0  (a). 

(5)  If  you  are  a  utility,  answer  7.('  (b) . 

(6)  If  the  project  is  jointly  owned"  by  a  utility  and  a  non-utility, 
answer  both  7.0  (a)  and  7.0  (b). 

Proposed 

Cogeneration 

Facility 

Least  3ost 
Alternative 

(n)  For  tie  non-utility  participants,  what  is  the: 

(i)  Total  capital  investment  (Excluding 
sunk  costs  and  net  of  revenues  from 
sales  of  facilities)? 

$ 

$ 

(ii)  Discounted  cost  from  Schedule  B 

$ 

$ 

(b)  For  the  utility  participants,  what  is  the: 

(i)  Total  capital  investment  (Excluding 
sunk  costs  and  net  of  revenues  from 
sales  of  facilities)? 

(ii)  Discounted  cost  from  Schedule  A? 

$ 

$ 

</> 

(c)  For  all  participants,  what  is  the: 

(i)  Total  Capital  Investments? 

(ii)  Total  discounted  Cost  (Sum  of  a 
.ind  b)? 

$ 

$ 

$ 

$ 

(d)  Wliere  in  your  Fuels  Decision  Report  are 
the  Capital,  Fuel  and  O&M  Costs 
itemized? 

Chapter 

Page 

(e)  What  is  the  ratio  of  the  cost  associated 
with  the  Proposed  Cogeneration  Facility 
to  the  cost  associated  with  the  least 
cost  alternative  (from  c.ii)? 
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PERMANENT  EXEMPTION  FOR  COGENERATION 
NEW  POWERPLANTS  AND  NEW  INSTALLATIONS 


Instructions 

I.  Authority/Purpose 

This  form  is  required  pursuant  to  the  provisions  of  Title  10  of  the 
Code  of  Federal  Regulations,  Part  503.37  and  505.27,  Public 
Law  95-620,  Powerplant  and  Industrial  Fuel  Use  Act  of  1978  (FUA), 
to  be  filed  with  the  Economic  Regulatory  Administration  for  new 
powerplants  and  new  installations  seeking  a  permanent  exemption 
from  the  prohibitions  of  the  Fuel  Use  Act. 

If  you  are  representing  a  Major  Fuol  Burning  Installation,  you  must 
file  the  General  MFBI  form.  If  you  are  representing  a  Powerplant, 
you  must  file  the  General  Powerplant  Form.  In  addition,  file  a 
Fuels  Decision  Report,  this  form  ar.d  any  pertinent  fees.  The 
information  provided  in  this  form  vdll  be  used  by  ERA  to  perform 
an  evaluation  of  powerplants  and  major  fuel  burning  installations 
seeking  a  permanent  exemption.  A  separate  exemption  form  must  be 
submitted  for  each  unit  for  which  you  are  seeking  an  exemption. 

II.  Where  to  submit  the  Permanent  Exemptions  Form. 

Submit  Form  ERA-309  in  triplicate  (3)  to: 


Department  of  Energy 

Economic  Regulatory  Administration 

2000  M  Street,  N.W.,  Room  _ 

Washington,  D.  C.  20461 

III.  Permanent  Exemption  for  Cogeneration  Form 
Section  1.0  Identification  Information. 

1.1  Facility  Data  (Site).  This  information  pertains  to  the  site 
where  the  new  electric  powerplant  or  installation  is  located. 

(a)  Enter  the  name  of  the  facility  where  the  unit  is  located. 

(b)  Enter  the  specific  identification  of  the  unit.  For  example, 
boiler  #234. 
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1.2  Operating  Company  identification 

(a)  Enter  the  name  of  the  company  which  has  the  actual  responsi¬ 
bility  for  the  operation  of  the  powerplant  or  installations. 

Included  under  the  meaning  of  company  is  any  individual  corporation, 
society,  trust,  joint  venture,  stock  company.  County,  State 
or  Federal  entity. 

1.3  Name  of  person  responsible  for  this  application.  This 
information  should  relate  to  someone  who  can  be  contacted  if 
there  are  questions  regarding  the  information  contained  in 
this  Cogeneration  Exemption  Form. 

(a)  Enter  the  name  of  the  individual. 

(b)  Enter  the  title  by  which  the  individual  is  identified  in 
the  company. 

(c)  Enter  the  area  code  and  the  telephone  number  at  which  the 
individual  may  be  reached  during  ths  normal  working  hours. 


Section  2.0  CERTIFICATION 

(1)  If  you  are  filing  a  petition  for  exemption(s)  on  behalf 
of  a  corporation,  the  Chief  Executive  Officer  and  Chairman 
of  the  Board  of  the  company  shall  attest  in  writing  to  the 
accuracy  cf  all  information  contained  in  or  appended  to  your 
petition. 

(2)  If  you  are  filing  a  petition  for  exemption(s)  on  behalf 
of  a  wholly-owned  subsidiary,  then  the  requirements  of  (1) 

above  shall  apply  to  the  subsidiary  and  to  the  parent  corporation 
as  well.  (Four  signatures  may  be  required) 

(3)  If  you  are  filing  on  behalf  of  an  entity  other  than  a 
corporation,  the  Chief  Managerial  Officer  shall  attest  in 
writing  to  the  accuracy  of  all  information  contained  in  or 
appended  to  your  petition. 


Section  3.0  SUPPORTING  DOCUMENTATION 

This  section  serves  as  a  guide  and  a  checklist  to  insure  that  all 
mandatory  supporting  documentation  has  been  completed  in  your  Fuels 
Decision  Report  and  that  the  location  of  this  information  is  clearly 
identified  for  evaluation.  Identify  the  page  and  chapter  where  in 
your  Fuels  Decision  Report  you  have  addressed  the  issues. 
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Section  4.0  DESCRIPTION  OF  SYSTEM 

4.1  Includes  a  one  paragraph  description  of  the  key  features 
of  your  proposed  system.  Attach  a  diagram  showing  the  parties 
involved  in  the  cogeneration  operations,  direction(s)  of  energy 
flow,  and  ownership  and  operational  control  of  system  components. 
Attach  neat  balance  diagrams  representative  of  peak,  average/^  and 
minimum  hourly  energy  flows.  A  heat  balance  diagram  summarizing 
annual  energy  transfers  between  key  components  of  the  cogenera¬ 
tion  systems  is  required  to  answer  question  6.1  and  your  own 
version  can  at  your  discretion  be  attached  here.  A  substantial 
portion  of  the  answers  to  the  remaining  questions  in  this 
schedule  can  be  derived  from  these  diagrams. 

4.2.1  Enter  answer  from  equipment  specifications. 

4.2.2  Enter  answers  from  heat  balance  diagrams. 

4.3  (a)  Make  a  reasonable  estimate  of  the  percent  annual 
electric  output  produced  by  your  cogeneration  facility  that 
will  be  fed  into  the  utility  grid  during  a  typical  year  of 
operation.  This  should  be  obtainable  from  your  heat  balance 
diagram  summarizing  annual  energy  transfers  between  key 
components  in  your  system. 

(b)  Significantly  is  defined  as  a  variation  of  more  than 
20%  between  the  "typical  year"  and  any  other  year  during  the 
first  ten  Years  of  operation. 

(c)  Make  estimates  of  substantial  variations,  citing 
key  reasons  leading  to  the  variations. 

4.4  Enter  answers  from  your  diagram  showing  the  parties  involved 
in  the  cogeneration  operations.  Groups  of  small  users  can  be 
consolidated  and  the  name  of  a  representative  party  included 
here.  Parts  (e)  and  (f)  apply  only  to  manufacturing  firms. 

4.5  An  electric  utility  is  defined  in  paragraph  500.2  of  the 
regulations . 

4.6  If  the  answer  to  question  4.5  is  NO,  answer  the  applicable 
parts  of  tnis  question. 
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Section  5.0 


DESCRIPTION  OF  BEST  FEASIBLE  ALTERNATE  SYSTEM 


In  one  paragraph  describe  the  basic  structure  of  the  best 
feasible  alternative.  Make  reference  to  the  appropriate  parts 
of  your  FDR  where  your  best  feasible  alternative  is  described  in 
detail.  Also  list  assumptions  and  references  to  key  sources  of 
data  if  not  already  in  the  FDR. 


Section  6.0  ENERGY  AND  FUEL  USE  COMPARISON 

6.1  Fill  in  the  appropriate  blanks  of  the  diagram  heat  balance. 
Some  of  the  information  requested  (such' as  the  amount  and  type 
of  fuel  used  by  the  utility  to  generate  electricity  supplied 
to  the  affected  end  user  or  the  fuel  otherwise  used  by  the 
utility  to  generate  the  electricity  displaced  by  the  input 
from  the  cogenerator)  may  not  be  readily  available.  If  this  is 
the  case,  make  reasonable  estimates.  Clearly  state  assumptions, 
approach,  and  references  to  key  data  used  in  your  determination. 


6.2  Follow  the  same  procedure  as  with  question  6.1.  Be 
consistent  with  assumptions,  approach  and  key  data  used  in 
your  heat  balance. 


6.3 

6.4 


Summarize  the 
Summarize  the 


information 

information 


from  part  6.1. 
from. part  6.2. 
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Section  7.0 


The  "least  cost  alternative"  in  this  cost  comparison  should  be  the  most 
favorable  to  the  petitioner  of  all  the  feasible  alternatives  examined  in  the 
Fuels  Decision  Report.  The  two  alternatives  being  compared  should  provide 
the  same  thermal,  electrical,  and  mechanical  products  over  the  lifetime  of 
the  proposed  project. 

The  "total  capital  investment"  means  the  new  capital  that  must  be  raised  to 
implement  either  the  proposed  or  alternative  project.  If  either  option  would 
involve  the  sale  of  existing  equipment  or  facilities,  the  proceeds  should  be 
subtracted  from  the  total  investment  in  new  equipment  or  facilities. 

The  "discounted  cost"  is  the  present  value  of  the  total  cost  of  providing  the 
thermal,  electrical,  and  mechanical  functions  over  the  lifetime  of  the  pro¬ 
posed  project.  It  is  calculated  in  Schedule  A  (for  utilities)  or  in 
Schedule  3  (for  MFBIs).  It  includes  new  capital  expenses,  operation  and 
maintenance,  and  fuel.  It  should  also  take  account  of  purchase  or  sales  of 
electric  or  thermal  energy  by  debiting  or  crediting  them  against  operation 
and  maintenance  costs  and  itemizing  them  in  an  attachment  to  Schedule  A  or  B. 

The  regulations  contain  different  cost  formulas  for  powerplants  and  MFBI's 
reflecting  the  different  financial  factors  affecting  utilities  and  non-regu- 
lated  industries.  In  some  cogeneration  projects,  part  of  the  facilities  may 
be  owned  by  a  utility  and  part  by  a  noi-utility .  In  such  cases,  both  cost 
formulas  must  be  used  (items  a(ii)  and  b(ii))  and  the  results  addec .  If  the 
joint  ownership  is  undifferentiated,  all  cost  items,  including  fuel,  should 
be  split  in  proportion  to  the  fraction  of  ownership.  If  each  participant 
owns  specific  portions  of  the  facility,  the  costs  associated  with  each  portion 
would  be  assigned  accordingly.  For  example,  if  the  utility  owns  the  generator 
and  steam  turbine,  while  the  non-utility  owns  the  boiler,  then  the  capital  and 
operating  costs  of  the  boilers,  as  well  as  all  the  fuel  costs,  would  be 
included  in  (a),  while  the  capital  and  maintenance  costs  of  the  turbine  and 
generator  i^ould  be  included  in  (b) .  Such  assignments  should  be  consistent  with 
the  contractural  arrangements  among  tht:  participants. 
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U.  S.  DEPARTMENT  OF  ENERGY 
Washington,  D.  C.  20461 


Form  Approved 
0MB  No. 


FUELS  MIXTURES  PERI'IANENT  EXEMPTION  FORM 
FOR  NEW  POWERPLANTS  AND  NEW  INSTALLATIONS 


If  you  are  petitioning  for  a  Permanent  Exenption  for  Fuels  Mixtures  for  new 
installations  and  new  powerplants,  your  filing  requirements  include  the 
appropriate  General  Exerpticxi  Form,  a  Fuels  Decisicxi  Report,  the  appropriate 
schedules  (A) ,  (C) ,  this  form,  and  all  pertinent  fees. 


A  separate  form  must  be  submitted  for  each  undt  for  vdiich  you  are  seeking  an  exenption. 


1.0  Identification  Information 

What  is  the  name  of  the  facility,  operating  company,  and  the  person 
responsible  for  this  form? 

1.1  Facility  Data  (site): 

(a)  Name: 

1.2  Operating  Company  Identification: 

(a)  Name: 

(b)  Unit  Identification 

1.3  Name  of  person  in  your  company- to  i(«;hom  questions  regarding  this 
petition  may  be  directed  if  different  from  the  General  Form: 


(a) 

Name : 

(b) 

Title: 

(c) 

Telephone  Number: 

1 

2.0  Certification 


I  certify  that  the  information  contained  herein  and  appended  hereto  is 
true  and  accurate  to  the  best  of  my  knowledge. 


Name 

Title 

Signature 

Date  1 

Name 

Title 

Signature 

Date  1 

Title  18  use  1001,  makes  it  a  crime  for  any  person  knowingly  and  willingly 
to  make  to  any  Agency  or  Department  of  the  United  States  any  false, 
fictitious  or  fraudulent  statements  as  to  any  matter  within  its 
jurisdiction. 
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Answer  each  of  the  following  questions  for  the  fuel  irixture  proposed: 


Khat  are  the 
fuels  to  be 
used  in  the 
proposed 
mixture? 


Khat  is  the 
total  annual  ‘ 
quantity  of 
fuel?  (By  fuei 
unit. ) 


What  is  the  What  is  the  What  is  the 

heating  value  total  BTU  input  percent  of 

in  BTU  per  per  year  in  fuel  to  be 

fuel  unit?  millions  of  used? 

BTU's? 
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4.0  What  are  the  design  specification  characteristics  of  all  the  fuels  this 
powerplant  or  installation  is  capable  of  -firing?  For 
N  fuels  this  powerplant  or  installation  is  not  capable  of  firing/  enter  • 
*'N/A”  across  the  line  for  that  fuel. 


Fuels 

Solid  Fuels: 


Design  Specifications' 


%  Sulfur 
by  Wt. 

(a)  I  (b) 


%  Ash  % 
by  Wt.  Moisture 


BTU/lb.  IGrindability  %  Carbon 
I  (Pargrove) 


maxJ  min. I  max 


4.1 

Coal 

4.2 

Petroleum 

Coke 

4.3 

Municipal 

Wastes 

4.4 

Indus¬ 

trial 

Wastes 

4.5 

Agricul¬ 

tural 

Wastes 

4.6 

Wood 

4.7 

Solid 

Refinery 

Wastes 

4.8 

Solid  Re-- 
newable  — 
Specify 

:)  (d)  (e)  (f)  (g)  (h) 
ix.  min.  max.  min.  max,  mi 


h)  (i) 

min  minimCim 


(j)  (k) 

max.  min, 


4 . 10  other- 
Specify 
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^  •  0  Continued 


Liquid 
Fuels : 


4.11 


Res- 

dual 

Oil 

«6 


%  Sulfurli 
by  Wt. 


Pour 

Point 

o 


(a) 

max. 


(b) 


min 


(a) 
max. I 


(b) 


min 


API 

Gravity 


(a) 

max. 


(b) 

min 


B .  S .  &W 
% 


(a) 

max 


(b) 

min 


Initial 

Boiling 

Point 

op 


(a) 

max 


(b) 

min 


BTU 's/gallon 


(a) 

max. 


(b) 

min. 


4.12 


Dis- 

stil 

late 

Oil 


4.13 


Syn- 

thet 

ic 

Oil 


4.14 


Liq¬ 
uid 
Re- 
f  in- 


Wasfe^ 


4-15  cjiale 
Oil 


4  •  16  Other 
Speci- 

_  fy 


Gaseous  Fuels: 

1  BTU's/Cubic  Foot 

(a)  Maximum 

(b)  Minimum 

4.17  Nat¬ 
ural 

Gas 

4.1a  Synthetic 
Gas  from 
fj^^mate 

4 , 19  dynthetic 
Gas  from 
Petroleum 

4 
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In  support  of  your  Petiticai  for  a  Permanent  Exempticai  for  Use  of  a  Fuels  Mixture,  you 
are  rec,uired  to  address  specific  issues  in  your  Fuels  Decision  Report.  Cotplete 
the  following  questions  to  provide  EP?A  with  a  sumnary  of  your  responses  and/or 
to  indicate  that  such  issues  have  been  addressed.  As  appropriate,  indicate  the 
page  and  chapter  number  vdiere  the  issues  are  discussed  in  the  Fuels  Decisicai 
Re[^x3rt . 


Where  in  your  Fuels  Decision  Report  have  you  provided  the  following: 


FUELS  DECISION  REPORT 
PAGE  '  CHAPTER 


6.1  A  oarplete  description  of  the  fuel  mixture,  ocmponent 
elements  of  the  mixture,  and  percentage  of  each 
comjXDnent  to  be  utilized? 


6.2  The  purchaser's  design  specifications  for  the  unit  for 
v\hich  you  are  requesting  an  exemption? 


6.3  An  engineering  assessment  of  the  proportions  of 
petroleum  or  natural  gas  needed  to  maintain  opera- 
ticxial  reliability  and  an  adequate  level  of  fuel 
efficiency?  _ 

6.4  Documentary  evidence  vhich  dononstrated  that  you  have 
considered  the  use  of  alternate  fuels  as  a  primary 
energy  source.  You  must  include  a  description  of  the 
supply  alternatives  you  considered,  the  cost  and 
availability  of  each  alternate  fuel’ considered  and 
the  factors  mportant  in  your  decision  to  reject  the 
use  of  an  alternate  fuel  as  a  primary  energy  source. 
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PERMANENT  EXEMPTION  FOR  FUEL  MIXTURES  FOR 
NEW  POWERPLANTS  AND  NEW  INSTALLATIONS 

Instructions 

I.  Authority/Purposes 

Ihis  exeiuption  is  required  pursuant  to  the  provisions  of 
Title  10  of  the  Code  of  Federal  Regulations,  Part  503.38 
and  505.28,  Public  Law  95-620  Powerplant  and  Industrial 
Fuel  Use  Act  (FUA)  to  be  filed  with  the  Economic  Regulatory 
Administration  for  powerplants  and  installations  seeking  a 
permanent  exemption  for  the  use  of  certain  fuel  mixtures 
of  petroleum  and  natural  gas.  Powerplants  and  installations 

I 

seeking  a  permanent  exemption  for  fuel  mixtures  must 
file  the  appropriate  General  Form,  A  Fuels  Decision 
Report,  Schedules  (A)  and  (C),  this  form,  and  all 
pertinent  fees.  Ihe  information  provided  by  the  petitioner 
will  be  used  by  EFA  to  determine  the  eligibility  for 
powerplants  and  installations  seeking  a  permanent 
exemption  for  use  of  a  fuels  mixture. 

II.  inhere  to  Submit  Fuel  Mixtures  Form 

Suomit  Form  ERA-310  in  triplicate  (3)  to; 

Department  of  Energy 

Economic  Regulatory  Administration 

2000  M  Street,  N.W.,  Room  _ 

Washington,  D.C.  20461 
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III.  Fuel  Mixtures  Exemption  Form 
Section  1.0  IDENTIFICATIOj  CATA 

1.1  Facility  Location  Data  (site): 

This  information  pertains  to  the  site  v^ere  your 
•  Facility  is  located. 

(a)  Enter  the  Name  by  which  the  facility  site  is 
identified. 

(b)  Enter  the  specific  identification  of  the 
unit.  For  example.  Boiler  #  234. 

1.2  Of^erating  Company  Identification: 

This  information  relates  to  the  company  which 
has  the  actual  responsibility  for  the  operation 
of  the  facility.  Included  under  the  meaning  of 
company,  is  any  individual  corporation,  company, 
partnership,  association,  firm,  institution, 
society,  trust,  joint  venture,  stock  company 
or  municipal,  county,  state  or  Federal  entity. 

(a)  Enter  the  Complete  Name  of  the  ccxrpay. 


1.3  Contact  Person  Identification: 

This  information  should  relate  to  someone  v4io 
can  be  contacted  if  there  ere  questions  regarding 
thje  information  contained  in  this  petition. 

(a)  Enter  the  Name  of  the  individual. 

(b)  Enter  the  Title  by  which  the  individual 
is  identified  in  the  ccanpany. 

(c)  Enter  the  Area  Code  and  the  Telephone 
Number  at  which  the  individual  can  be 
reached  during  normal  working  hours. 
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2.0  CERTIFICATION 

1)  If  you  file  a  Fuel  Mixtures  Permanent  Exemption 
Form  on  behalf  of  a  corportion,  the  duly 
authorized  officer  of  the  corporation  shall  attest 
in  writing  to  the  accuracy  of  all  information 
contained  in  or  appended  to  your  petition. 

2)  If  you  are  filing  this  petition  on  behalf  of 
a  wholly-owned  subsidiary,  then  the  require¬ 
ments  of  Paragraph  (1)  shall  apply  to  the 
subsidiary,  and  to  the  parent  corporation  as 

.  !  well.  (Two  signatures  required.) 

3)  If  you  are  filing  on  behalf  of  an  entity  other 
than  a  corporation,  the  duly  authorized  officer 
shall  attest  in  writing  to  the  accuracy  of  ell 
information  contained  in  or  appended  to  your 
petition . 

3 . 0  FUELS  MIXTURES  INFORMATION 

Answer  questions  in  columns  (a),  (b) ,  (c)  and  (d)  for  the 
proposed  mixtures  under  column  (a)  which  you  considered. 

(a)  What  are  the  fuels  to  be  used  in  the 
proposed  mixture  for  the  exempted  unit?  Here, 
you  must  list  the  proposed  mixture  of  fuels  that 
are  technically  feasible  for  use  during  the 
proposed  temporary  exemption  period,  or  for  a 
permanent  exemption. 

(b)  What  is  the  total  quantity  of  fuel  by  unit? 
For  solid  fuels  such  as  coal,  municipal  waste 

or  coal,  give  the  total  amount  of  solid  fuel  used 
on  an  annual  basis  in  tons.  For  liquid  fuels  such 
as  residual  oil  or  liquid  refinery  waste,  give  the 
total  amount  to  be  used  on  an  annual  basis  in 
gallons.  For  gaseous  fuels  such  as  natural  gas  or 
synthetic  gas  from  coal  or  oil,  give  the  total 
amount  of  gas  in  Mcf  or  thousand  of  cubic  feet. 

(c)  What  is  the  heating  value  in  BTU's  per 
fuel  unit? 

(1)  For  solid  fuels  use:  Total  number  of 
BTU ' s  per  lb. 

(2)  For  liquid  fuels  use:  Total  number  of 
BTU' s  per  gal . 

(3)  For  gaseous  fuels  use:  Total  number  of 
BTU's  per  cubic  ft. 
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(d).  What  is  the  total  BTU  input  per  year  in  ipil lions  of 
ETU's? 


(1)  For  solid  fuels,  multiply  the  ETU's  per  lb. 
heating  value  (X)  2000  to  obtain  total  ETU's 
per  ton.  Multiply  that  number  (X)  the 
total  proposed  number  of  tons  of  solid  fuel 
(to  be  used  annually)  to  find  total  ETU's. 

Divide  the  total  number  of  ETU's  by  1,000,000 
to  find  the  total  millions  of  ETU's  used  per 
year . 

(2)  For  liquid  fuels,  multiply  the  ETU's  heating 
value  per  gallon  (X)  the  total  number  of 
gallons  of  liquid  fuels  you  propose  to  use 
annually.  Divide  that  number  by  1,000,000 
to  find  the  total  million  of  ETU's  used  per 
year. 

(3)  For  gaseous  fuels,  multiply  tJie  ETU's  heating 
value  per  cubic  foot  (X)  1000.  Multiply 

this  number  (X)  the  total  proposed  number  of 
MCF  to  be  used  annually  and  divide  by  1,000,000 
to  obtain  millions  of  ETU's  used  per  year. 

(4)  Take  the  total  value  of  the  millions  of  ETU's 
for  all  fuels  in  your  proposed  fuel  mixture 
and  add  into  the  bottom  of  (c). 

(e)  What  is  the  percent  of  the  fuel  to  be  used? 

For  each  fuel  in  your  proposed  fuel  mixture,  take 
the  total  millions  of  ETU's  for  each  fuel  in  column 
(d)  and  divide  by  the  sum  total  millions  of  ETU's 
of  all  fuels  at  the  bottom  of  (d).  This  figure 
will  be  the  %  (percentage)  of  total  millions  of 
ETU's  input  which  must  be  entered  to  the  right 
to  the  nearest  whole  number,  the  percentage  of  ETU's 
for  all  fuels  in  column  (e)  should  total  100% 
of  the  total  millions  of  ETU's  at  the  bottor  of 
column  (d). 

4.0  VJhat  are  the  design  specification  characteristics  for 

all  the  fuels  this  powerplant  or  installation  is  capable 
of  f.iring?  Write ’’NyA'  across  the  line  for  fuels  that 
cannot  be  used.  Give  the  burning  characteristics  for 
all  fuels  this  unit  can  use  with  respect  to  ash,  sulfur, 
mixture,  ETU  value  by  weight  or  cubic  foot,  grindability 
amount- of  fixed  carbon,  etc.  for  the  design  specification 
of  all  solid,  liquid  or  gaseous  fuels  you  can  use  - 
including  the  minimum  and  maximum  ranges  that  can  be  used. 
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5.0  Would  the  mixture (s)  you  considered  be  fired  alternately 
or  simultaneously?  If  petroleum  or  natural  gas  will 
not  consistently  be  used  in  carbine tion  with  the  alternate 
fuels  in  the  fuel  mixtures  proposed  in  3.0  of  this 
schedule,  you  should  check  "alternately."  If  you  do 
plan  to  ’consistently  burn  petroleum  or  natural  gas  in 
combination  with  the  alternate  fuel  listed  in  your 
fuel  mixtures,  you  should  check  "simultaneously." 

6.0  Supporting  Documentation. 

In  support  of  your  petition  for  a  permanent  exemption  to 
use  a  fuels  mixture,  provide  the  page  end  chapter  in  your 
Fuels  Decision  Report  v^ere  you  address  the  specific  issues 
in  6.1  thru  6.4. 

6.1  Have  you  provided  a  complete  description  of  the  fuel' 
mixture,  elements  of  the  mixture,  and  percentage  of  each 
cbmponent  to  be  utilized? 

If  you  responded  "No",  provide  documentary  evidence  of  all 
reasons  and  circumstances  that  prevented  you  from  answering 
or  fully  responding  to  the  question  in  your  Fuels  Decision 
Report. 

If  your  response  was  "yes",  you  must  provide  the  page  and 
chapter  and  where  you  identify  and  describe  the  alternate 
fuels  you  considered,  including  mixtures,  petroleum  and 
natural  gas.  Specify  the  types  of  fuels  you  considered, 
their  fuel  characteristics,  types  of  units  (boiler, 
combined  cycle,  etc.)  and  equipment  needed  for  each  fuel, 
quality  and  quantities  of  fuel,  and  other  relevant- 
considerations.  This  section  of  your  Fuels  Decision 
Report  should  also  provide  a  clear,  competent  and  concise 
explanation  of  why  you  selected  each  fuel  for 
consideration  as  well  as  a  brief  discussion  of  why  you 
did  not  consider  other  alternate  fuels  that  would  allow 
you  to  use  a  fuels  mixture. 

6.2  Have  you  provided  the  purchaser's  design  specification  for 
the  unit  for  which  you  are  requesting  an  exemption? 

If  you  responded  "no",  provide  documentary  evidence  of  all 
reasons  and  circumstances  that  prevented  you  from  answering 
or  fully  responding  to  the  question  in  your  Fuels 
Decision  Report.  If  you  responded  "yes",  outline  and 
discuss  in  your  Fuels  Decision  Report  the  technical  or 
engineering  considerations  y^ich  would  require  the  use 
of  petroleum  or  of  natural  gas  rather  than  alternate 
fuel.  Specific  considerations  which  might  be  addressed 
include  product  or  process  problems,  state  of  the  art 
considerations,  derating,  and  operational  reliability 
•  problems. 
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Have  you  provided  an  engineering  assessment  of  the  proportions 
of  petroleum  or  natural  gas  needed  to  maintain  operational 
reliability  and  an  adequate  level  of  efficiency?  If  you 
responded  "no",  provide  documentary  evidence  of  all  reasons 
and  circumstances  that  prevented  you  from  answering  or  fully 
responding  to  the  question  in  your  Fuels  Decision  Report. 

If  you  responded  "yes",  give  the  page  and  chapter  in  your 
Fuels  Decision  Report  where  you  provide  your  current  and 
projected  petroleum  and  natural  gas  consumption  for  the  unit 
for  which  you  are  requesting  an  exemption,  and  for  the  facility 
at  which  the  unit  is  located  by  providing  the  following 
information:  (powerplants  and  installations). 


(a)  The  number  of  units  you  have  at  the  facility  under 
consideration  which  burn  petroleum  or  natural  gas, 
(including  the  unit  for  which  the  exemption  is 
requested) ,  their  nameplate  and  net  dependable  capacity 
and  current  level  of  annual  fuel  consumption; 

(b)  Your  retirement  plans  for  your  existing  oil  and  gas 
units  at  the  facility  under  consideration; 

(c)  Your  projected  (through  1990)  annual  levels  of 
consumption  of  petroleun  and  natural  gas  (by  fuel 
type  and  barrel  or  Mcf  per  year)  for 

(1)  the  unit  under  consideration: 

(2)  all  existing  oil  and  gas  units  at  the 
facility  under  consideration;  and 

(d)  Identifying,  describing  and  documenting  any  conservation 
measures  you  have  taken  or  intend  to  take  to  minimize 
the  use  of  oil  or  gas  if  this  exemption  is  granted. 
Outline  the  conservation  measures  you  intend  to  take, 
and  the  conservation  goals  you  have  set  for  yourself, 
for  the  unit  uinder  consideration,  for  the  facility 

at  which  the  unit  is  or.  will  be  located,  and  for  your 
company.  Conservation  measures  entail  either  reduction 
in  consumption  of  oil  and  gas  or  increased  efficiency 
in  the  utilization  of  oil  and  gas.  Such  measures  can 
range  from  housekeeping  measures  to  replacement  of 
Inefficient  units.  Such  measures  also  could  include 
the  use  of  mixtures  of  gas  or  oil  and  alternate  fuels, 
and  new  more  efficient  technologies.  Your  description 
of  the  measures  you  intend  to  use  should  be  detailed 
and  should  include  comparative  consumption  figures, 
identification  of  conservation  equipment  or  techniques, 
proposed  manner  of  use,  proposed  date  of  use,  cost,  etc. 
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6.4  Have  you  provided  documentary  evidence  which  demonstrated 
that  you  have  considered  the  use  of  alternate  fuels  as  a 
primary  energy  source? 

If  you  responded  "No",  provide  documentary  evidence  of  all 
reasons  and  circumstances  that  prevented  you  from  answering 
or  fully  responding  to  the  question  in  your  Fuels  Decision 
Report.  If  you  answered  "yes",  give  the  page  and  chapter 
in  your  Fuels  Decision  Reporet  where  you  provide  analyses  that 
addresss  the  use  of  alternate  fuels  as  a  primary  source  with 
respect  to: 

a.  Engineering  capabilities; 

b.  availaoility  of  alternate  fuels; 

c.  cost/benefit  and  economic  considerations  for  use  of 
alternate  fuels  as  a  primary  source; 

d.  site  limitations  that  relate  to  transportation,  storage 
and  available  water  and  your  effort  to  locate  alternate 
sites,  and 

e.  Any  significant  environmental  problems  that  would 
prevent  the  use  of  available  alternate  fuels  ir.  lieu 
of  petroleum  or  natural  gas. 
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U.S.  DEPARTMENT  OF  ENERGY 
Washington,  B.C.  20461 


DRAFT 


PERMANENT  EXEMPTION  FOR  EMERGENCY  PURPOSES 
FOR  NEW  POWERPLANTS  AND  NEW  INSTALLATIONS 


If  you  are  petitioning  for  a  Permanent  Exemption 
for  Emergency  Purposes  for  a  new  powerplant  or  a  new 
installation,  your  filing  requirements  include  the 
appropriate  General  Exemption  Form,  a  Fuels  Decision 
Report,  this  form,  appropriate  schedules  and  all 
pertinent  fees. 

A  separate  form  must  be  submitted  for  each  unit 
for  which  you  are  seeking  an  exemption. 


1.0  IDENTIFICATION  DATA 


What  is  the  name  of  and  unit  identification  number  for  this  facility,  the  name  of  the 
operating  company,  and  the  name,  title  and  telephone  number  of  the  person  responsible 
for  this  form? 


1.1 

Facility  (Site)  Data 

1.2  Name  of  Operating  Company: 

(a) 

(b) 

Name 

Unit  Identification 

1.3 

Contact  Person 

_ _  (  ) _ 

(a)  Name  (b)  Title  (c)  Area  Code,  Telephone 

1.4  Will  you  operate  this  powerplant  or  installation  for  emergency  purposes  only? 

(a)  U  Yes  (b)  O  No 

2.0  DOCUMENTATION  OF  CONSIDERATION  OF  ALTERNATE  FUEL  USE 


What  is  the  page  and  chapter  number  in  your  Fuels  Decision  Report  where  you  have  pro¬ 
vided  documentary  evidence  which  demonstrates  that  you  considered  the  use  of  alternate 
fuels,  including  a  description  of  the  fuel  alternatives  you  examined  and  the  factors 
important  in  your  decision  to  reject  the  use  of  alternate  fuels.  Such  factohs  would 
include  lack  of  alternate  fuel  supply,  site  limitations,  environmental  requirements, 
inability  to  raise  adequate  capital,  certain  State  or  local  requirements,  or  other 
reasons  which  would  preclude  the  use  of  an  alternate  fuel. 

(a)  _  Page  (b)  _ ^  Chapter 
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•3.0  POWER  PLANT  DATA 


Will  your  proposed  pdwerplant  be  operated  only  when  the  utility  which 
operates  tne  unit  has  been  required  to  curtail  its  industrial  customers  by 
10  percent  of  more  from  expected  noninterruptible  demand? 

(a)  O  Yes  .'..Skip  to  5.0  (b)  U  No... Skip  to  5.0 


4.0  NEW  INSTALLATION  DATA 


Complete  the  follnwing  questions  only  if  you  are  petitioning  for  a  Permanent  Exemption 
for  Emergency  Purposes  for  a  new  installation. 

4.1  Will  the  installation  be  operated  for: 

(a)  l_J  Plant  protection. . .Skip  to  5.3  (b)  /_/  Preservation  of  human  health 

4*2  If  your  emergency  purposes  consit  of  preservation  of  human  oealth,  v.’hat 
is  the  basis  for  this  consideration? 

(a)  [J  Service  to  hospitals  (b)  [H  Public  transporation  facilities 

(c)  rn  Sanitation  (d)  /~  Water  supply  and  pumping  (e)  /_/  Other  essential 

services 

4.3  Where  in  your  Fuels  Decision  Report  have  you  provided  a  detailed  description  of 
your  plant  protection  and/or  preservation  of  human  health  needs? 

(a)  _  Page  (b)  _  Chapter 

4.4  For  the  emergency  need  that  you  cited  in  question  5.1,  how  much  capacity  is 
required  for  each  of  the  first  three  twelve  month  periods  of  exempt  operation? 

(Units  of  energy  may  be  expressed  in  Megawatts,  pounds  of  steam  per  hour  or 
millions  of  British  thermal  units  per  hour.) 

Amount  Uni ts 

(a)  (b) 

1.  First  12-month  period  _  _ 

2.  Second  12-month  period  _  _ 

3.  Third  12-month  period  _  _ 

4.5  What  is  the  page  number  and  chapter  in  your  Fuels  Decision  Report  where  this 
is  addressed? 

(a)  _  Page  (b)  _  Chapter 

4.6  Have  you  previously  been  granted  an  emergency  exemption? 

(a)  iJ  Yes.. .Answer  questions  4. 7  and  4.8  (b)  [j  No... Skip  to  5.0 
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4.7  If  you  answered  yes  to  question  5.6,  what  is  the  amount  of  design  capacity  for 
which  you  have  previously  been  granted  an  emergency  exemption? 

(a)  _ I _  Total  capacity  (b)  _ ^Number  of  units 

4.8  What  is  the  page  number  and  chapter  in  your  Fuels  Decision  Report  where  this  is 
addressed? 

(a)  _ '  Page  .  (b)  _ Chapter 

5.0  CERTIFICATION 

I  certify  that  the  information  contained  herein  and  appended  hereto  is  true  and 
accurate  to  the  best  of  my  knowledge. 

Name  Title  Signature  Date 

Name  Title  Signature  Date 

Title  13,  use  1001,  makes  it  a  crime  for  any  person  knowingly  and  willingly  to  make 
to  any  Agency  or  Department  of  the  United  States  any  false,  fictitious  or  fraudulent 
statements  as  to  any  matter  within  its  jurisdiction. 

Enter  any  additional  remarks  in  this  space: 
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PERMANENT  EXEMPTION  FOR  EMERGENCY  PURPOSES 
FOR  NEW  POWERPLANTS  AND  NEW  INSTALLATIONS 


i 

Instructions 

I.  Authority/Purpose 

This  exemption  is  required  pursuant  to  the  provisions  of 
Title  10  of  the  Code  of  Federal  Regulations,  Part  503.39 
and  505.29,  Public  Law  95-620  Powerplant  and  Industrial 
Fuel  Use  Act  of  1978  (FUA)  to  be  filed  with  the  Economic 
Regulatory  Administration  for  new  powerplants  and  new 
installations  seeking  a  permanent  exemption  for  emergency 
purposes.  Powerplants^ and  installations  seeking  a 
permanent  exemption  for  emergency  purposes  must  file 
the  appropriate  General  Form,  a  Fuels  Decision  Report, 
Schedules  (A),  (C)  and  (D)  for  powerplants.  Schedules  (B) 
and  (D)  for  installations,  this  form,  and  all  pertinent 
fees.  The  information  provided  by  the  petitioner  will 
be  used  by  ERA  to  determine  the  eligibility  for  power- 
plants  and  installations  seekirg  a  permanent  exemption 
for  emergency  purposes. 

II.  Where  to  Submit  Emergency  Form 

Submit  Form  ERA-  311  in  triplicate  (3)  to: 

Department  of  Energy 

Economic  Regulatory  Administration 

2000  M  Street,  N.W.,  Room  _ 

Washington,  D.  C.  20461 


III.  Emergency  Exemption  Form 

Section  1.0  IDENTIFICATION  DATA 

1.1  Facility  Location  Data  (site). 

This  information  pertains  to  the  site  where  your 
Facility  is  located. 

(a)  Enter  the  name  by  which  the  facility  site  is 
"  identified. 

-  (b)  Enter  the  specific  identification  of  the  unit 
For  example.  Boiler  #234. 
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1.2  Operating  Company  Identification. 

This  information  relates  to.  the  company  which  has  the 
actual  responsibility  of  the  facility.  Included  under 
the  meaning  of  company  is  any  individual  corporation, 
company,  partnership,  association,  firm,  institution, 
society,  trust,  joint  venture,  stock  company  or 
municipal,  county,  state  or  Federal  entity. 

(a)  Enter  the  complete  name  of  the  company. 

1.3  Contact  Person  Identification: 

This  information  should  relate  to  someone  who  can 
be  contacted  if  there  are  questions  regarding  the 
information  contained  in  this  petition. 

(a)  Enter  the  name  of  the  individual. 

(b)  Enter  the  title  by  which  the  individual  is 
identified  in  the  company. 

(c)  Enter  the  area  code  and  the  telephone  number 
at  which  the  individual  can  be  reached  during 
the  normal  working  hours. 

1.4  Indicate  your  response  by  checking  "yes"  or  "no." 


Section  2.0  SUPPORTING  DOCUMENTATION  " 

In  support  of  your  petition  for  the  Emergency  Purposes  Exemption, 
you  are  required  to  address  specific  issues  in  your  Fuels  Decision 
Report.  In  completing  the  questions  in  Section  2.0,  provide 
ERA  with  a  summary  of  your  responses  and/or  indicate  that  such 
specific  issues  have  been  addressed.  As  appropriate,  indicate 
the  chapter  and  page  (or  attachment  number)  where  the  issues  are 
discussed  in  the  Fuels  Decision  Report. 


Section  3.0  POWERPLANT  DATA 

Only  complete  Section  3.0  if  you  are  petitioning  for  a  permanent 
exemption  for  emergency  purposes  for  a  new  powerplant. 

Complete  the  question  by  checking  "yes"  or  "no." 

Section  4.0  NEW  INSTALLATION  DATA 

Complete  this  Section  only  if  you  are  applying  for  an  exemption 
for  a  new  installation. 
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4.1  Indicate  the  purpose(s)  for  which  the  emergency  unit  will 
be  used: 

(a)  Check  this  block  if  the  unit  will  be  used  for  Plant 
Protection  and/or  check  block  (b)  if  the  emergency 
use  of  this  unit  will  be  for  the  Preservation 
of  Human  Health. 

4.2  (a) (b) (c) (d) (e)  If  you  have  indicated  that  the  emergency 
use  of  this  unit  will  be  for  the  Preservation  of 

Human  Health,  indicate  the  type  of  essential  service 
it  will  provide. 

4.3  Indicate  the  page  and  chciptet  of  your  Fuels  Decision 
Report  where  a  detailed  description  of  your  Plant 
Protection  and/or  Preservation  of  Human  Health 
requirements  for  this  unit  are  addressed. 

4.4  (a)(b)  In  the  spaces  provided,  state  your  estimates 
of  the  emergency  capacity  that  will  be  required 

of  this  unit  for  the  first  three  12  month  periods 
of  exempt  operation.  Units  of  energy  may  be  reported 
in  Megawatts  (MW),  Pounds  of  Steam  Per  Hour,  or  Million 
of  British  Thermal  Units  (BTUs)  Per  Hour. 

4.5  Indicate  the  page  and  chapter  of  your  Fuels  Decision 
Report  where  your  discussion  of  the  estimated  emergency 
requirements  for  this  unit  appear. 

4.6  Check  "yes"  or  "no,"  as  to  whether  or  not  you  previously 
have  been  granted  an  emergency  exemption.  If  you 
check  "yes",  answer  questions  4.7  and  4.8.  If  you 
check  "no,"  skip  to  Section  5.0. 

4.7  If  you  have  previously  been  granted  a  permanent 
exemption  for  Emergency  Purposes  for  any  other  unit 

at  this  site,  provide  (a)  the  amount  of  design  capacity 
for  which  you  have  been  granted  an  emergency  exemption 
and  (b)  indicate  the  number  of  units  involved. 

4.8  Identify  by  page  and  chapter  where  in  your  Fuels 
Decision  Report  you  have  discussed  previously  granted 
permanent  exemptions  for  Emergency  Purposes. 

Section  5.0  CERTIFICATION 

1)  If  you  file  an  Emergency  Permanent  Exemption  Form  on 
behalf  of  a  corporation,  the  Chief  Executive  Officer 
and  the  Chairman  of  the  Board  of  the  corporation 
shall  attest  in  writing  to  the  accuracy  of  all 
information  contained  in  or  appended  to  your  petition. 
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2)  If  you  are  filing  this  petition  on  behalf  of  a 
wholly-owned  subsidiary,  then  the  requirements 
of  Paragraph  (1)  shall  apply  to  the  subsidiary, 
and  to  the  parent  corporation  as  well.  (Four 
signatures  may  be  required.) 

3)  If  you  are  filing  on  behalf  of  an  entity  other 
than  a  corporation,  the  Chief  Managerial  Officer 
shall  attest  in  writing  to  the  accuracy  of  all 
information  contained  in  or  appended  to  your 
petition . 
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U.S.  DEPARTMENT  OF  ENERGY 
Washington,  D.C.  20461 


Form  Approved 
0MB  No. 


PERMANENT  EXEMPTION  FOR  NEW  POWERPLANTS  NECESSARY 
TO  MAINTAIN  RELIABILITY  OF  SERVICE 

I - - - — - 

If  you  are  petitioning  for  a  Permanent  Exemption  for  a  New 
Powerplant  to  Maintain  Reliability  of  Service,  your  filing 
requirements  include  the  General  Powerplant  Exemption  Form, 
a  Fuels  Decision  Report,  Schedules  A,  C,  and  D  and  this  form. 


A  separate  form  must  be  filed  for  each  unit  for  which  you  are  requesting  an  exatption. 


1.0  IDENTIFICATION  INFORMATION 

What  is  the  name  and  unit  identification  of  this  f ucil.'.t'^,  the  name  of 
the  operating  company  and  the  name  of  the  person  respoii3i.-la  for  this 
form? 

1.1  Facility  Data  (Site): 

(a)  Name 

1.: 

Operating  Company  Name 

(b)  Unit  Identification 

.. 

1 . 3  Name  of  person  in  your  company  tc 
may  be  directed; 

whom  questions  regarding  this  petition 

(a)  Name  j(b)  Title  (c)  Telephone  Number 

1 

What  is  the  Loss  of  Load  Probability  (LOLP)  you  have  calculated  for 
the  first  12-month  period  that  your  proposed  powerplant  would  operate? 

(a)  LOLP  without  the  proposed  pl,ant 

(b) Time  Period  Covered  by  the  Calculation 

2.0  INELIGIBILITY  FOR  EXEMPTION 

Have  you  explained  in  your  Fuels  Decision  Report  why  y^u  cannot  demonstrate 
eligibility  for  the  following  exemptions  in  the  time  required  to  prevent 
impairment  of  service? 

Type  of  Exemption 
(a) 

Yes 

(b) 

No 

(c) 

Location  in  Fuels  Decision  Reporjj 

rw 

Cha^t^r 

2.1  Lack  of  Alternate  Fuel  Supply 
for  the  first  10  years 

2.2  Lack  of  Alternate  Fuel  Supply 
At  a  Reasonable  Cost 

2.3  Site  Limitations 

2.4  Environmental  Requirements 

2.5  Lack  of  Adequate  Capital 

1  2.6  State  or  Local  Requirements 

1  3.0  CERTIFICATION 

I  certify  that  the  information  contained  heri 
and  accurate  to  the  best  of  my  knowledge. 

2 in  and  appenc ed 

iereto  is  true 

Name  Title  Signature 

Name  Title  Signature 

Title  18,  use  1001  makes  a  crime  for  any  person  knowingly  and  willingly  to  make 
to  any  Agency  or  Department  of  the  United  States  any  false,  fictitious  or 
fraudulent , statements  as  to  any  matter  within  its  jurisdiction. 
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PART  1  "  Electrical  Region  Data 


1.0  IDENTIFICATION  DATA 

1.1  Name  of  Facility 


11.2  Unit  Identification 


3.0  DISPATCHING  GENERATION- 


3.1  Who  is  responsible  for  dispatching  the  generation  in  the  applicant 
system? 

3.2  Who  is  responsible  for  dispatching  the  generation  for  this  unit? 


4.0  INTERCONNECTION  DATA 


What  are  the  interconnections  between  the  Electric  Region  and  all  other 
regions? 

Interconnections  between  Voltage  for  Capacity  !  Emergency'  Capacity 
the  Electric  Region  &  all  This  Inter-  for  Normal  Capacityi  Committed 
Other  Regions  Connection  (KV)  Operations  /mm)  ^MW) 

(a)  (b)  (MW)(c)  (d)  I  ‘  (e) 
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Part  2  -  ESTIMATED  OUTAGES 


1.0  IDENTIFICATION  DATA 
1.1  Name  of  Facility 

2.0  OUTAGE  DATA 


1.1  Unit  Identification 


2.1  For  each  of  the  new  units  not  yet  on  line  in  your  electric  region  and 

for  the  proposed  unit  for  which  you  are  requesting  an  exemption,  complete 
the  following  data  items.  \ 


Est.  Equivalent. 

Est. 

Type 

Forced  Outage 

Maintenance 

Rate  (%) 

Outage  Rate  (%! 

(d) 

(e) 

(•f) 

2.2  For  each  existing  unit  in  your  electric  region  complete  the  following 


Unit 

ID 

- 

Capacity 

(a) 

(b) 

Equivalent 

Maintenance 

Planned  Outage 

Type 

Forced  Outage 

Outage 

Rate  .(%) 

Rate(%) 

Rate(%) 

(d) 

(e) 

(f) 

(g) 
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Part  4-  TEN  YEAR  ENERGY  AND  PEAK  LOAD 

FORECAST 


1.0  IDENTIFICATION  DATA 


1.1  Name  of  Facility 


1.3  Name  of  Electric  Region 


1.2  Unit  Identification 


1.4  System  Code  Date 


2.0  CALENDAR  YEAR  ENERGY  FORECAST 


Year  Megawatt-Hours 
(a)  •  (b) 


Year  Megawatt-Hours 
(a)  (b) 


3.0  SEASONAL  PEAK  LOAD  FORECAST 


Season' 

Year-Month 

Megawatts 

Season 

Year-Month 

Megawatts 

(a) 

(b) 

(c) 

(a) 

(b) 

(c) 

3.2  WINTER 


3.3  SUMMER 


WINTER 


3.5  SUMMER 


3.6  WINTER 


SUMMER 


3.8  WINTER 


3 . 9  summer 


3.10  WINTER 


INSTALLED  CAPACITY 


3.12  WINTER 


3.13  SUMMER 


3.14  WINTER 


3.15  SUMMER 


-3.16  WINTER 


3.17  SUMMER 


3.18  WINTER 


3.19  SUMMER 


3.20  WINTER 


What  is  the  installed  capacity  as  of  the  date  of  this  petition  for  your 
electric  region? 

MW 


NOTES: 


1  MWH 
1  MW 


1000  KWh 
1000  kW 
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_ Part  5 

1.0  IDENTIFICATION  DATA 
1.1  Name  of  Facility 

2.0  SUPPLEMENTAL  DATA 


NOTICES 

SUPPLEMENTAL/DOCUMENTARY  DATA 

[1.2  Unit  Identification 


Place  an  "X"  in  the  appropriate  bos  to  indicate  whether  you  have  suibmitted 
the  following  documents: 

2.1  Have  you  submitted  with  this  petition,  for  all  systems 
j  in  your  Electric  J^egion  the  ' 

Yes 

(a) 

.  NO 
(b) 

1.  FPC  Form  1,  page  431,  Monthly  Peaks  and  Output 

□ 

□ 

2.  FPC  Form  1,  page  432,  Steam-Electric  Generating  Plant 
Statistics  (Large  Plants) 

□ 

□ 

3.  FPC  Form  1,  page  433,  Hydroelectric  Generating  Plant 
Statistics 

□ 

□ 

4.  FPC  Form,  Page  434,  Generating  Plemt  Statistics 

1  (small  plants) 

□ 

□ 

2  Have  you  submitted  with  this  petition  for  1975  and  every 
year  thereafter  for  all  of  the  existing  generating  units 
in  your  Electric  Region  the  FPC  Form  12  - 

1.  Schedule  3 

2.  Schedule  4 

3.  Schedule  4'>A 

4.  Schedule  5 

5.  Schedule  7 

6.  Schedule  8  _ _ _  • _ 


!.3  Have  you  submitted  a  copy  for  all  systems  in  your 
Electric  Region  FPC  Form  12e2 

1.  Schedule  1 

2.  Schedule  3 


!.4  Have  you  submitted  the  hourlv  loads  for  the  week 

of  each  month  for  the  12  months  of  the  last  calendar  year 
using  the  format  of  FPC  Form  2,  Schedule  15  for  all  systems 
in  your  Electric  Region?-  •  •  .  -  . 


3.0  FUELS  DECISION  REPORT  DATA 


Where  in  your  Fuels  Decision  Report  have  you  •  •  • 


3.1  Included  the  equations  used  for  calculating 
the  loss  of  load  probability? 


3.2  Discussed  your  plans  for  meeting  projected  customer  ■ 
electrical  demand? 


3.3  Provided  em  explanation  of  the  method  and  data  you 
employ  in  calculating  that  demand? 


3.4  If  your  proposed  new  powerplant  is  not  to  be  a 

combustion  turbine  powerplant  provided  an  explana¬ 
tion  of  the  reasons  why  the  construction  of  a 
combusticm  turbine  powerplant  would  not  resolve  your 
reli ability  of  service  ornhlpm? _ ••  _ • 

ERA-312 
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□ 

□ 

Yes 

No 

(a) 

(b) 

□ 

□ 
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PERMANENT  EXEMPTION  FOR  NEW  POWERPLANTS  NECESSARY  * 

TO  MAINTAIN  RELIABILITY  OF  SERVICE 


I.  Authority/Purposes.  This  form  is  required,  pursuant 

to  the  provisions  of  Title  10  of  the  Code  of  Federal  Regula¬ 
tions,  Part  503.40  and  Public  Law  95-620,  Powerplant  and 
Industrial  Fuel  Use  Act  of  1978  (FUA),  to  complete  a  petition 
to  the  Economic  Regulatory  Administration  (ERA)  for  any 
exemptions  from  the  prohibitions  imposed  under  Title  II, 

Sec.  212(f),  of  FUA.  The  information  provided  by  this 
Form  will  be  used  by  ERA  to  perform  an  evaluation  of  the 
petitioner's  eligibility  for  any  exemption. 


II.  Who  may  Submit.  Form  ERA~312  must  be  submitted  by 
owners  of  electric  powerplants  who  are  petitioning  for 
any  exemptions  under  Title  II  for  units  classified  "NEW'" 
under  the  definition  of  Section  103  of  FUA,  and  for  those 
units  which,  upon  petitioning  to  ERA  for  classification 
were  not  classified  "EXISTING." 


III.  To  Whom.  Submit  Form  ERA-312  and  all  accompanying 
documents  in  tr ipl icate^  ( 3 )  to: 

Department  of  Energy 

Economic  Regulatory  Administration 

2000  M  Street,  N.W.,  Room  _ 

Washington,  D.C.  20461 


IV.  Labeling.  "Petition  for  Permanent  Exemption  - 
for  New  Powerplant,"  should  be  clearly  labeled,  both  on 
the  petition  and  on  the  outside  of  the  envelope  in  which 
the  petition  is  transmitted. 


V.  When  to  File.  A  petition  for  exemption(s)  may  be 
filed  at  anytime  after  May  8,  1979. 


ERA- 31 2  ,  Page  7 

FCDCRAi  t£GISmt,  VOL  44,  NO.  30— MOM>AY.  fCMtUARY  12,  1979 


General 


NOTICES 


9219 


It  is  the  intent  of  the  ERA  to  have  the  capability  to  analyze 
on  a  uniform  basis,  and  evaluate  the  ability  of  each  of  the 
electric  regions,  as  defined  for  the  purposes  of  this  Act, 
to  maintain  an  acceptable  level  of  reliability  of  electric 
service  in  the  years  ahead. 


Frequent  reference  is  made  to  pages  and  schedules  of  FPC 
forms  which  are  currently  being  submitted  to  the  Energy 
Information  Administration  (EIA).  The  instructions  ask 
whether  copies  of  the  pertinent  pages  and  schedules 
are  submitted  with  this  application.  If  all  of  the 
information  now  on  file  with  EIA  is  current  as  of  the 
appropriate  date,  then  no  submission  is  necessary  and 
may  be  so  indicated.  It  is  the  responsibility  of  the 
petitioner  to  determine  that  this  is  in  fact  the  case. 


In  most  cases,  the  information  to  be  supplied  goes  well 
beyond  the  system  of  the  applicant.  To  perform  the  relia 
bility  analysis,  it  is  necessary  to  have  rather  detailed 
information  on  neighboring  and/or  interconnected  systems. 
A  letter  has  been  addressed  to  each  of  the  nine  Regional 
Electric  Reliability  Councils  of  the  industry,  and  to 
the  National  Electric  Reliability  Council,  asking  the 
Councils  to  take  the  lead  in  assuring  that  information 
on  each  electric  region  within  that  Reliability  Region 
is  available  to  an  applicant  as  required  to  permit  his 
compliance.  Thus,  if  the  applicant  does  not  have  the 
data  already  available  for  this  purpose,  the  question 
should  be  raised  with  the  Reliability  Council. 
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1.0  Identification  Information, 

1.1  Facility  Data  (Site):  This  information  pertains  to 
the  site  where  the  new  electric  generating  unit  is  located. 

(a)  Enter  the  name  by  which  the  unit  is  identified. 

(b)  Enter  the  specific  identification  of  the  new  unit. 

For  example.  Boiler  #6,  Unit  #3,  etc. 

1.2  Utility  Company  Identification:  This , informat ion 
relates  to  the  utility  company  which  has  the  actual 
responsibility  for  the  operation  of  the  new  electric 
powerplant.  Included  under  the  meaning  of  company  is 
any  individual  corporation,  company,  partnership, 
association,  firm,  institution,  society,  trust,  joint 
venture,  stock  company,  or  County,  State  or  Federal  entity. 
Enter  the  complete  name  of  the  utility  company. 

1.3  Contact  Person  Identification:  This  information 
should  relate  to  an  individual  who  can  be  contacted  if  there 
are  questions  regarding  the  information  contained  in 

this  petition. 

(a)  Enner  the  name  of  the  individual. 

(b)  Enter  the  title  by  which  tie  individual  is  identified 
in  the  company. 

(c)  Enter  the  area  code  and  the  telephone  number  at  which 
the  individual  may  be  reached  during  normal  working  hours. 

1.4. a  Give  the  Loss  of  Load  Probability  you  have 
calculated  for  the  first  12-month  period  that  this  unit  is 
scheduled  to  be  in  operation. 

b.  Cite  the  time  when  this  12-month  period  is 
expected  to  occur. 

2.0  Ineligibility  for  Exemption. 


The  Fuel  Use  Act  requires  that  the  petitioner  show  that  he  is 
not  able  to  make  the  demonstration  necessary  to  obtain  an 
exemption  under  Sec.  212,  subsections  (a)  and  (b).  The 
requirements  for  an  exemption  under  these  subsections  are  listed 
on  the  form. 

(b)  and  (c)  Please  indicate  opposite  each  type  of  exemption 
whether  you  have  explained  why  you  cannot  demonstrate  eligibility 
for'  that  exemption. 
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(d)  and  (e)  If  the  answer  is  "yes,"  cite  the  chapter  and  page 
number  in  your  Fuels  Decision  Report  where  the  explanation  is 
presented . 


3.0  Certification 


(1)  If  you  are  filing  a  petition  for  exeraption(s)  on  behalf 
of  a  corporation,  the  Chief  Executive  Officer  and  the  Chairman 
of  the  Board  of  the  Company  shall  attest  in  writing  to  the 
accuracy  of  all  information  contained  in  or  appended  to 

your  petition. 

(2)  If  you  are  filing  a  petition  for  exemption(s)  on  behalf 
of  a  wholly-owned  subsidiary,  then  the  requirements  of  (1) 
above  shall  apply  to  the  subsidiary  and  to  the  parent 
corporation  as  well.  (Four  signatures  may  be  required.) 

(3)  If  you  are  filing  on  behalf  of  an  entity  other  than  a 
corporation,  the  Chief  Managerial  Officer  shall  attest  in  writing 
do  the  accuracy  of  all  information  contained  in  or  appended 

to  your  petition. 


Part  1  -  Electrical  Region  Data 


2.0  Power  System  Identification 

List  all  power  system.s  in  the  electric  region.  As  explained 
in  the  Regulations,  the  electric  regions  to  be  used  for  the 
purposes  of  this  Act  are  based  on  the  Power  Supply  Areas  de¬ 
fined  by  the  Federal  Power  Commission  some  years  ago.  Although 
they  have  continued  in  use  for  other  purposes,  they  have  not 
generally  provided  a  governmental  reporting  service.  Thus, 
this  listing  will  'Serve  as  a  confirmation  and  perhaps  updating 
of  existing  Federal  records.  In  case  any  ambiguities  are  found 
in  regional  assignments,  consult  with  ERA  to  reach  an  official 
determination . 


3.0  Dispatching  Generation 

It  is  necessary  to  know  the  method  of  operation  and  control 
of  the  applicant's  system  as  well  as  the  plans  for  the  proposed 
unit . 

3.1  Show  who  is  responsible  for  dispatching  the  systems 
generation.  Does  the  system  operate  as  a  part  of  a  centrally 
dispatched  area  or  does  it  operate  its  own  control  center? 
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If  the  latter,  does  the  system  center  dispatch  any  generation 
other  than  its  own? 

3.2  Show  who  will  dispatch  the  generation  for  this  unit. 

Is  it  planned  that  the  proposed  unit  will  be  operated  in  the 
existing  dispatch  system  or  will  there  be  changes  made  for  the 
operation  of  this  unit? 


4.0  Interconnection  Data 

List  all  interconnections  between  the  electric  region  and  all 
systems  in  it  with  any  other  electric  regions  and  systems.  For 
each; 

a.  Identify  the  line  by  listing  terminals  in  order  of 
the  normal  flow  of  power. 

b.  Provide  the  nominal  voltage  of  the  line  in  kV. 

c.  Give  the  rated  capacity  of  the  line  for  normal 
operations . 

d.  Give  the  emergency  capacity  of  the  line. 

e.  Of  the  normal  capacity  of  the  line,  show  what 

part  is  committed  by  contractual  or  other  obligations. 


Part  2  -  Estimated  Outages 
2.0  Outage  Data 


2.1  List  each  of  the  new  units  planned  for  this  electric  region, 
including  this  unit,  which  are  scheduled  to  become  operational 
between  this  date  and  the  end  of  the  first  12  months  of  operation 
of  the  proposed  unit.  If  this  information  is  not  available 
to  the  applicant,  contact  the  Regional  Electric  Reliability 
Council.  For  each  unit,  provide: 


a.  Identification. 

b.  Capacity  in  megawatts. 

c.  Primary  fuel.  Note  if  there  is  an  alternate 

primary  fuel. 

d.  Type,  i.e.,  whether  steam-turbine,  combustion  turbine, 
internal  combustion  engine,  etc. 

e.  Estimated  equivalent  forced  outage  rate. 

f.  Estimated  maintenance  outage  rate. 

g.  Estimated  planned  outage  rate. 
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Estimated  outage  rates  should  be  calculated  in  accordance 
with  the  Edison  Electric  Institute  definitions  which  are 
quoted  in  2.2  below. 


2.2  List  all  generating  units  in  the  electric  region.  If 
this  information  is  not  available  to  the  applicant,  contact 
the  Regional  Electric  Reliability  Council.  For  each  unit, 
provide : 


a . 

Identification. 

b. 

Capacity  in  megawatts. 

c . 

Primary  fuel.  Note  if  there  is  an 
fuel . 

alternate 

d. 

Type,  i.e.,  whether  steam-turbine, 
internal  combustion  engine,  etc. 

combustion  turbine. 

e . 

Equivalent  forced  outage  rate. 

f . 

Maintenance  outage  rate. 

g- 

PJanned  outage  rate. 

The  outage  rates  for  the  existing  units  should  be  the  experience 
with  the  units  for  the  last  4  years  or  for  the  life  of  the 
unit  if  it  has  been  in  service  less  than  4  years.  Outage 
rates  should  be  calculated  as  specified  in  the  Edison  Electric 
Institute  definitions  given  below: 

Equivalent  Forced  Outage  Rate  equals; 

Forced  Outage  Hours  plus  Equivalent  Forced  Outage  Hours 
Forced  Outage  Hours  plus  Service  Hours 

(for  each  forced  partial  outage,  an  equivalent  full  load 
outage  duration  is  calculated  to  include  the  effect  of 
partial  as  well  as  full  forced  outages  on  the  forced 
outage  rate). 

Forced  Outage  -  The  occurrence  of  a  component  failure  or  other 

condition  which  requires  that  the  unit  be  removed 
from  service  immediately  or  up  to  and  including 
the  very  next  weekend. 

Forced  Outage  Hours  -  The  time  in  liours  during  which  a  unit  or 

major  equipment  is  unavailable  due  to  a  forced 
outage. 

Equivalent  Forced  Outage  Hours  -  Forced  Partial  Outage  Hours 

x  Size  of  Reduct ion/MDC . 
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Service  Hours  -  The  total  number  of  hours  the  unit  was  actually 
operated  with  breakers  closed  to  the  station 
bus . 

Maintenance  Hours  -  The  removal  of  a  unit  from  service  to 

perform  work  on  specific  components  which  could 
have  been  postponed  past  the  very  next  weekend. 
This  is  work  done  to  prevent  a  potential 
forced  outage  and  which  could  not  be  post¬ 
poned  from  season  to  season. 

Maximum  Dependable  Capacity  -  The  dependable  main-unit  capacity 
winter  or  summer,  whichever  is  smaller. 

Planned  Outage  -  The  removal  of  a  unit  from  service  for  inspection 
and/or  general  overhaul  of  one  or  more  major 
equipment  groups.  This  is  work  which  is 
usually  scheduled  well  in  advance  (e.g.,  annual 
boiler  overhaul,  five-year  turbine  overhaul). 


Part  3  -  Heat  Rate  Data 
2.0  Heat  Rate  Data  I 


The  heat  rates  are  required  for  all  existing  and  planned  units 
in  the  electric  region.  If  this  information  is  not  available, 
contact  the  Regional  Electric  Reliability  Council.  For  each 
-unit,  provide: 

a.  Identification. 

b.  Status.  Enter  P  to  designate  the  unit  for  which 
an  exemption  is  being  rquested,  E  for  existing 
units  and  N  for  new  units. 

c.  Show  primary  fuel. 

d. ,e.  &  f.  In  these  columns,  list  any  other  fuels  the 

unit  is  capable  of  using  as  a  primary  fuel.  Use 
a  separate  column  and  a  separate  line  for  each. 

g.  h.  i.  Heat  rates. 

For  each  fuel  listed  in  columns  c^  d,  e,  and  f  give 
the  following  average  heat  rates  in  Btu's  per  kilowatt- 
hour. 

g.  At  minimum  capacity. 

h.  Incremental  at  minimum  capacity. 

i.  Incremental  at  maximum  capacity. 
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Part  4  -  Ten  Year  Energy  and  Peak  Load  Forecast 


It  should  be  noted  that  this  schedule  follows  the  format 
of  Schedule  5  of  FPC  Form  12E-2.  If  there  are  Schedule  5*s 
of  12E-2  on  file  that  are  current  as  of  the  appropriate 
date  and  that  provide  the  necessary  information  on  all  the 
power  systems  in  the  electric  region,  then  no  further  sub¬ 
mission  is  required.  If  this  should  be  the  case,  so  indicate 
on  the  form  and  leave  the  rest  of  the  form  blank. 


2.0  Calendar  Year  Energy  Forecast. 

a.  Enter  the  calendar  year  for  each  of  the  ten  years 
of  the  forecast  period. 

b.  Enter  the  energy  forecast  for  each  of  the  ten  years. 
Energy  quantities  should  be  based  on  "new  energy 
for  load"  and  expressed  in  megawatt-hours. 


3.0  Seasonal  Peak  Load  Forecast 

b.  Enter  the  year  and  two-digit  month  code  of  the 
forecasted  peak  summer  and  winter  load  periods. 

c.  Enter  the  projected  seasonal  peak  loads  for  the 
ten  year  forecast  period  expressed  in  megawatts. 


4.0  Installed  Capacity 

Give  the  installed  capacity  in  your  electric  region  as  of  the 
date  of  this  petition. 
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Part  5  -  Supplemental/Documentary  Data 
2.0  Supplemental  Data 


The  purpose  of  this  section  is  to  assure  that  there 
is  sufficient  information  available  on  generating  units, 
existing  and  planned,  load  patterns,  energy  transfers,  etc., 
in  the  electric  region  to  permit  the  performance  of  relia¬ 
bility  analyses  including  loss-of-load  probability  studies. 

The  pages  and  schedules  listed  from  the  FPC  Forms  provide 
more. information  than  needed  but  all  the  information  that 
is  needed  can  be  obtained  from  them. 

In  21,  2.2  and  2.3,  you  are  to  indicate  whether  you 
are  submitting  with  this  form  copies  of  the  pages  and  sche¬ 
dules  designated.  If  these  are  on  file  for  all  systems  in 
the  electric  region  and  are  current  as  of  the  date  of  this 
application,  no  further  submission  is  necessary.  However, 
in  case  there  have  been  changes  in  any  of  the  information 
on  any  of  the  pages  or  schedules,  an  up-dated  version  should 
be  submitted.  Information  on  other  systems  in  the  electric 
region  should  be  obtained  as  needed  through  the  Regional 
Electric  Reliability  Council. 

It  should  be  noted  that  2.4  requires  additional  information 
beyond  that  included  in  the  FPC  Form.  Schedule  15  of  that 
Form  provides  the  hourly  load  (i.e.,  the  load  curves)  for 
the  first  full  week  in  the  months  of  April,  August  and 
December.  In  this  case,  you  must  submit  the  same  information' 
in  the  same  format  for  a  typical  full  week  for  the  other  nine 
months  of  the  same  calendar  year. 

3.0  Fuels  Decision  Report  Data 

3.1  Regarding  your  calculation  of  the  loss  of  load  prob¬ 
abilities,  there  must  be  a  sufficient  description  of  the 
methodology  and  equations  used  to  permit  evaluation  and 
comparison  of  the  method  and  of  the  results  included  in 
your  Fuels  Decision  Report.  Cite  the  chapter  and  page 
number  where  this  subject  is  addressed. 

3.2  and  3.3  Demand  Projection  and  Supply  Planning 

The  discussion  to  be  included  in  the  Fuels  Decision  Report 
of  the  project  of  electric  demand  and  the  plans  to  supply 
it  must  cover  not  only  those  of  the  applicant's  system, 
but  also  those  of  the  electric  region  as  a  whole.  Describe 
the  joint  planning  and  coordination  on  these  matters  that  is 
normally  carried  on  within  the  region  and  explain  methods 
and  data  used  in  projecting  the  demand.  If  the  necessary 
information  for  the  electric  region  is  not  already  available, 
contact  the  Regional  Electric  Reliability  Council. 
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Indicate  where  in  your  Fuels  Decision  Report  you  have 
discused  your  plans  for  meeting  projected  electrical 
demand  and  the  data  used  in  estimating  that  demand. 

3.4  If  this  unit  is  not  a  combustion  turbine,  where  in 
your  Fuels  Decision  Report  is  there  an  explanation  of  the 
reasons  why  the  construction  of  a  combustion  turbine  would 
not  resolve  any  reliability  of  service  questions. 
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U.  S.  DEPARTMENT  OF  ENERGY 


Washington,  D.  C.  20461 


Form  Approved 
0MB  No. 


PERMANENT  EXEMPTION  FOR  PEAKLOAD  POWERPLANT 


If  you  are  petitioning  for  a  Permanent 
Exemption  for  a  new  Peakload  Powerplant,  your 
filing  requirements  include  the  General  Powerplant 
Exemption  Form,  a  FueliS  Decision  Report, 
this  Form,  and  the  Reliability  of  Service 
Exemption  Form,  and  all  pertinent  fees. 

A  separate  Peakload  Exemption  Form  must  be 
submitted  for  each  unit  for  which  you  are  seeking 
an  exemption. 


laentif ication  Information 


Wtiat  is  the  name  of  the  facility,  operating  company  and  the  per.jon 
responsiale  for  this  form? 


1.1  Facility  Data  (site) 


Unit  Identification 


1.2  Operating  Company  Iden¬ 
tification: 

(a)  Name: _ 


1.3  Name  of  person  in  your  company  to  whom  questions  regarding 
this  petition  may  be  directed  if  different  from  the 
General  Form: 

(a)  Name: _ 

(b)  Title: _ 

(c)  Telephone  Number: 


2.0  Certification 


I  certify  that  the  information  contained  herein  and  appended  hereto 
is  true  and  accurate  to  the  best  of  my  knowledge. 


Title  18,  use  1001,  makes  it  a  crime  for  any  person  knowingly  and 
willingly  to  make  to  any  Agency  or  Department  of  the  United  States 
any  false,  fictitious  or  fraudulent  statements  as  to  any  matter  within 
its  jurisdiction. 
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Do  you  plan  to  use  natural  gas 


Have  you  obtained  an  air  quality 
certification  from  the  EPA 
Administrator  or  the  Director  of 
the  appropriate  State  air'  pollu¬ 
tion  control  agency  which  certifies 
that  the  use  of  alternate  fuels  as  a 
primary  energy  source  will  cause  or 
contribute  to  a  concentration,  in  an 
Air  Quality  Control  Region,  or  any 
area  within  the  Region  of  a  pollutant 
for  which  any  national  ambient  air 
quality  standard  is  or  would  be 


Where  in  your  Fuels  Decision  Peport 
3.1  addressed? 

Where  in  your  Fuels  Decision  Peport 
have  you  included  a  copy  of  your 
application  and  supporting  documents 
for  an  air  quality  certification? 


POWERj;»LANT  DATA 


Whcit  is  your  projected  electrica 
generation  for  any  12  calendar 
month  period?  _  kWh 


What  is  the  design  generating 
capacity  in  kv:  of  the  peakload 
power pi ant?  •  ♦  »  kW 


What  is  the  design  generating 
capacity  multiplied  by  1500 
hours?  .  .  _ ^kWh 


Have  you  attached  a  certification 
executed  by  the 
Chief  Executive  Officer 
of  the  Utility  which  will 
operate  the  powerplant 
certifying  'that  the  power 
plant  is  to  be  operated  solely  as 
eakload  plant? 


a. Q  Yes-Answer  4.0,  4.1 
^  and  4 . 2 

b. y  , No-Skip  to  5.0 


a. £j  Yes 

b. Q  No 


ecision 


Chapter 


a. Q  Yes 

b. O  No 
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PERMANENT  EXEMPTION 
FOR 

PEAKLOAD  POWERPLANT 

Instructions 

I.  Authority/Purposes 

This  exemption  is  required  pursuant  to  the  provisions  of 
Title  10  of  the  Code  of  Federal  Regulations,  Part  503.41, 
Public  Law  95-620,  Powerplant  and  Industrial  Fuel  Use  Act 
of  1978  (FUA)  to  be  filed  with  the  Economic  Regulatory 
Administration  (ERA)  for  powerplants  seeking  a  permanent 
exemption(s)  from  the  prohibitions  of  the  Fuel  Use  Act. 

If  you  represent  a  powerplant  seeking  a  permanent  exemption 
for  a  peakload  powerplant,  you  must  at  least  file  a  General 
Powerplant  Form,  a  Fuels  Decision  Report,  this  Form,  and 
the  Reliability  of  Service  Exemption  Form  and  all  pertinent 
fees.  The  information  provided  by  the  petitioner  will  be  used 
by  ERA  to  determine  the  eligibility  of  powerplants  seeking 
a  permanent  exemption  for  a  peakload  unit. 

II.  Where  to  submit  Feakload  Powerplant  Form. 

Submit  Form  ERA-313  in  triplicate  (3)  to: 

Department  of  Energy 

Economic  Regulatory  Administration 

2000  M  Street,  N.W.,  Room  _ 

Washington,  D.  C.  20461 

III.  Peakload  Powerplant  Form. 

Section  1.0  Identification  Information 

1.1  Facility  Data  (Site)  This  information  pertains  to  the 
site  where  the  new  Peakload  Powerplant  (Unit)  is  located. 

(a)  Enter  the  name  of  the  facility  where  the  Unit  is  located. 

(b)  Enter  the  specific  identification  of  the  Unit.  For 
example:  Boiler  #234. 

1.2  Operating  Company  Identification 

(a)  Enter  the  name  of  the  company  which  has  the  actual 
responsibility  for  the  operation  of  the  Unit. 
Included  under  the  meaning  of  company  is  any 
individual  corporation,  partnership,  association, 
firm,  institution,  society,  trust,  joint  venture, 
stock  company,  or  County,  State  or  Federal  entity. 
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1.3  Name  of  person  responsible  for  this  application.  The 
information  should  relate  to  an  individual  who  can  be 
contacted  if  there  are  any  questions  regarding  the  information 
contained  in  this  Peakload  Powerplant  Form. 

(a)  Enter  the  name  of  the  individual. 

(b)  Enter  the  title  by  which  the  individual  is 
identified  in  the  company. 

(c)  Enter  the  area  code  and  telephone  number  at  which 
the  inoividual  may  be  reached  during  normal 
working  hours. 

Section  2.0  CERTIFICATION 

(1)  If  you  are  filing  a  petition  for  exemption(s)  on  behalf 
of  a  corporation,  the  Chief  Executive  Officer  and  Chairman  of 
the  Board  of  the  company  shall  attest  in  writing  to  the 
accuracy  of  all  information  contained  in  or  appended  to 

your  petition. 

(2)  If  you  are  filing  a  petition  for  exemption(s)  on  behalf 
of  a  wnolly-owned  subsidiary,  then  the  requirements  of  (1) 
above  shall  apply  to  the  subsidiary  and  to  the  parent 
corporation  as  well.  (Four  signatures  may  be  required.) 

(3)  If  you  are  filing  on  behalf  of  an  entity  other  than 

a  corporation,  the  Chief  Managerial  Officer  shall  attest  in 
writing  to  the  accuracy  of  all  information  contained  in 
or  appended  to  your  petition. 

3.0  Lo  you  plan  to  use  natural  gas?  If  you  check  "yes,“ 
answer  all  remaining  questions.  If  you  check  "no,"  do  not 
answer  3.1,  3.2  and  3.3  and  continue  to  5.0 

3.1  If  natural  gas  will  be  used  as  a  primary  energy  source 
in  this  Peakload  Powerplant  (Unit),  you  must  have  included 
as  part  of  your  Fuels  Decision  Report  an  Air  Quality  Certifi¬ 
cation  obtained  from  the  Administrator  of  the  Environmental 
Protection  Agency  (EPA),  or  the  Director  of  the  appropriate 
State  air  pollution  control  agency,  which  certifies  that 
the  use  of  available  alternate  fuels  as  a  primary  energy 
source  in  this  Unit  will  cause  or  contribute  to  a  concentration 
in  an  Air  Quality  Control  Region  or  any  area  within  the  Region, 
of  a  pollutant  for  which  any  National  Ambient  Air  Quality 
Standard  is  or  would  be  exceeded. 

(a),  (b)  Check  the  appropriate  box  to  indicate  whether 
or  not  an  Air  Quality  Certification  and  all 
supporting  documents  are  included  with  this 
petition . 
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In  support  of  your  Petition  for  a  Permanent  Exemption  for  Peakload  Power- 
plants,  you  are  required  to  address  specific  issues  in  your  Fuels  Decision 
Report.  Complete  the  following  questions  to  provide  ERA  with  a  summary  of 
your  responses  and/or  to  indicate  that  such  issues  have  been  addressed. 

As  appropriate,  indicate  the  page  and  chapter  number  where  the  issues  are 
oiscussed  in  the  Fuels  Decision  Report. _ 

4.1  Tne  Air  Quality  Certification  must  describe  all  fuels  considered  in 
making  the  certification.  In  addition,  you  must  include  a  copy  of 
your  application  for  the  Air  Quality  Certification  and  all  supporting 
documents  tiled  with  or  subsequent  to  the  application.  ERA  may 
determine  that  your  application  for  the  Air  Quality  Certification 

is  oeficient  if  EPA  or  the  appropriate  State  air  pollution  control 
agency  failed  to  consider  all  available  alternative  fuels.  Where  in 
the  Fuels  Decision  Report  is  this  addressed? 

4.2  Indicate  the  page  number  and  chapter  of  the  Fuels  Decision  Report 
wnere  the  Air  Quality  Certification  is  included  with  supporting 
documentation. 

POWERPLANT  DATA _ 

5.0  This  Section  provides  for  summation  of  the  information  in  your  Fuels 
Decision  Report  which  supports  the  qualification  of  the  Unit  as  a 
Peakload  Powerplant. 

5.1  Provide  the  projected  electrical  generation  for  this  Unit  in 
kilowatt  hours  (kW-hrs)  for  any  12  calendar-month  period.  Indicate 
page  number  and  chapter  where  this  appears  in  your  Fuels  Decision 
Report. 

5.2  Indicate  the  Unit's  designed  generating  capacity  in  kilowatts  (kWs). 
Enter  page  number  and  chapter  where  this  appears  in  your  Fuels 
Decision  Report. 

5.3  Multiply  the  Unit's  designed  generating  capacity  (kWs)  (4.2  above] 
by  1,50U  hours.  Indicate  page  number  and  chapter  where  this 
appears  in  your  Fuels  Decision  Report. 

6.0  In  support  of  your  petition  for  a  permanent  exemption  for  a  new 
Feakload  Powerplant,  the  Fuels  Decision  Report  must  contain  a 
certification  executed  by  the  Chief  Executive  Officer  of  the 
operating  company  certifying  that  the  Uhit  is  to  be  operated  solely  • 
as  a  Peakload  Powerplant. 

(a),  (b)  Check  the  appropriate  box  to  indicate  whether  or  not 
such  certification  is  included  in  your  Fuels  Decision 
Report. 
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PERMANENT  EXEMPTION  FOR  INTERMEDIATE  LOAD 

draf 

POVvTRPLANT 

If  you  are  petitioning  for  a  Permanent  Exemption  for  a  new 
intermediate  load  powerplant,  your  filing  requirements  include  the 
General  Powerplant  Exemption  Form,  the  Exemption  for  Reliability 
of  Service  Form,  a  Fuels  Decision  Report, 

Schedules  A,  C,  D,  and  E,  this  form  and  all  pertinent 

fees. 

A  separate  Intermediate  Exemption  form  must  be  submitted 
for  each  unit  for  which  you  are  seeking  an  exemption. 


Identification  Information 


Khat  is  the  ncime  of  the  facility,  operating  company  and  the  person 
responsible  for  this  form? 


1.1  Facility  Data  (Site): 

(a)  Name:  _ 

(b)  Unit  Identification 


1.2  Operating  Company  Identification 
(a)  Name: 


1.3  Name  of  person  in  your  company  to  whom  questions  regarding  this 
petition  may  be  directed  if  different  from  the  General  Form: 

(a)  Name:  _ 

(b)  Title:  _ 

(c)  Telephone  nuir±>er:  (  ) 


2.0  Certification 


I  certify  that  the  information  contained  herein  and  appended  hereto  is  true 
and  accurate  to  the  best  of  my  )cnowledge. 


Name 

Title 

Signature 

Da 

Name 

Title 

signature 

Da 

Title  18,  use  1001,  makes  it  a  crime  for  any  person  knowingly  and  willingly 
to  r.ake  to  any  Agency  or  Department  of  the  United  States  any  false,  ficti¬ 
tious  or  fraudulent  statements  as  to  any  matter  within  its  jurisdiction. 
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0  SL;PPCKriNX:  docukeniation 


Indicate  where  in  your  Fuels  Decision  Feport  (FDP)  you  have  discussed  and/or 
included  affidavits  and  documentetion  in  support  of  the  followino. _ 


4.1  Air  Quality  Certification  from  the  Adirinistrator  of 
the  Environirental  Protection  Agency  or  the  Director 
of  the  appropriate  State  air  pollution  control  agency 
which  certifies  the  use  of  any  available  alternate 
fuel  as  a  priitary  energy  source  in  the  new  powerplant 
will  cause  or  contribute  to  a  conentration  of  a  pol- 
• lutant  in  an  Air  Quality  Control  Region  or  any  area 
within  such  a  Region,  for  which  any  National  Anhient 
Air  Cuslity  Standard  is  or  would  be  exceeded.  (In¬ 
cluded  with  the  Certification  should  be  a  copy  of  your 
application  for  certification  and  a  copy  of  all 
supporting  documentation  filed  with  or  subsequent  to 
ycur  application.) 

(1)  Rhet  is  the  date  the  Air  Quality  Certification 
was  issued? 

FDP  1 

Face 

Qiapter 

4.2  An  affidavit  executed  by  the  Chief  Executive  Officer 
of  the  electric  utility  which  will  operate  the  pro¬ 
posed  powerplant  certifying  that  the  powerplant  shall 
be  operated  at  all  times  in  the  future  only  as  an 
intermediate  load  powerplant.  Ihe  certification 
shall  set  forth  the  design  -capacity  of  the  proposed 
powerplant  and  the  maximum  allowable  generation  of 
the  preposed  powerplant  in  kilowatt  hours  for  its 
first  12  months  of  operation  as  an  intermediate  load 
powerplant. 

> 

4.3  An  affidavit  executed  by  the  Chief  Executive  Officer 
and  a  qualified  engineer  of  the  operating  -utility 
which  certifies  that  the  powerplant  can  operate  at  a 
heat  rate  of  9,500  Etu's  per  kilowatt  hour  or  less 
throughout  the  useful  life  of  the  powerplant. 

4.4  An  affidavit  executed  by  the  Chief  Executive  Officer 
and  a  qualified  engineer  of  the  operating  utility 
certifying  that  the  powerplant  will  be  constructed 
with  the  capability  to  use  a  synthetic  fuel  derived 
from  an  alternate  fuel  as  a  primary  energy  source. 

(The  affidavit  must  include  a  description  of  the 
specific  characteristics  that  make  the  intermediate 
lead  powerplant  capable  of  using  the  synthetic  fuels 
which  it  is  being  designed  to  use.) 

' 

4^5  The  identification  and  description  with  appropriate 
documentation  of  the  synthetic  fuels  you  have 
selected  and  a  description  of  the  basis  for  your  de¬ 
cision  to  select  that  particular  fuel,  including  any 
m.arketing  studies,  contracts  or  other  documents  re¬ 
lating  to  that  selection. 

• 
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PERMANENT  EXEMPTION  FOR  INTERMEDIATE 
LOAD  POWERPLANT 


Instructions 


I.  Authority/Purposes  ’ 

This  exemption  is  required  pursuant  to  the  provisions  of  Title  10 
of  the  Code  of  Federal  Regulations,  Part  503.42,  Public  Law  95-620, 
Powerplant  and  Industrial  Fuel  Use  Act  of  1978  (FUA),  to  be  filed 
with  the  Economic  Regulatory  Administration  (ERA)  for  any  company 
seeking  a  permanent  exemption  for  Intermediate  Load  Powerplants.  If 
you  are  petitioning  for  a  permanent  exemption  for  a  new  intermediate 
load  powerplant,  your  filing  requirements  include  the  General 
Form  for  New  Powerplant  Exemption  Petition,  the  Exemption  for 
Reliability  of  Service  Form,  a  Fuels  Decision  Report,  Schedules  (A) 
(C),  (D.I  and  (E),  this  form  and  all-  pertinent  fees.  The  information 
provided  by  the  petitioner  will  be  used  by  ERA  to  determine  the 
eligibility  of  powerplants  seeking  a  permanent  exemption  for 
intermediate  load  use. 


II.  Where  to  submit  the  Intermediate  Load  Exemption  Form. 
Submit  Form  ERA  -  314 _  in  triplicate  (3)  to: 


Department  of  Energy 

Economic  Regulatory  Administration 

2000  M  Street,  N.W.,  Room  _ 

Washington,  D.C.  20461 


III.  Intermediate  Load  Exemption  Form., 


Section  1.0  IDENTIFICATION  DATA 

1.1  Facility  Location  Data  (site): 

This  information  pertains  to  the  site  where  your 
facility  is  located. 

(a)  Enter  the  name  by  which  the  facility  site  is 
identified. 

(b)  Enter  the  street  address  of  the.  facility  site. 

1.2  Operating  Company  Identification 

This  information  relates  to  the  company  which  has 
the  actual  responsibility  for  the  operation  of  the 
facility.  Included  under  the  meaning  of  company 
is  any  individual  corporation,  company,  partnership. 
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association,  firm,  institution,  society,  trust, 
joint  venture,  stock  company,  or  County,  State  or 
Federal  entity. 

(a)  Enter  the  complete  name  of  the  company.' 

1.3  Contact  Person  Identification: 

This  information  should  relate  to  an  individual  who 

can  be  contacted  if  there  are  questions  regarding 

the  information  contained  in  this  schedule. 

(a)  Enter  the  name  of  the  individual. 

(b)  Enter  the  title  by  which  the  individual  is 
identified  in  the  company. 

(c)  Enter  the  area  code  and  the  telephone  number 
at  which  the  individual  can  be  reached  during 
normal  working  hours. 

2.0  CERTIFICATION 

1)  If  you  file  an  Intermediate  Load  Permanent  Exemption 
Form  on  behalf  of  a  corporation,  the  Chief  Executive 
Officer  and  the  Chairman  of  the  Board  of  the 
corporation  shall  attest  in  writing  to  the  accuracy 
of  all  information  contained  in  or  appended  to  your 
petition. 

2)  If  you  are  filing  this  petition  on  behajf  of  a  wholly- 
owned  subsidiary,  then  the  requirements  of  Paragraph  (1) 
shall  apply  to  the  subsidiary,  and  to  the  parent 
corporation  as  well.  (Four  signatures  may  be  required.) 

3)  If  you  are  filing  on  behalf  of  an  entity  other  than  a 
corporation,  the  Chief  Managerial  Officer  shall  attest 
in  writing  to  the  accuracy  of  all  information  contciined 
in  or  appended  to  your  petition. 

3.0  POWER! LANT  DATA.  The  questions  in  this  Section  pertain  to  the 
proposed  Intermediate  Load  Powerplant  (new  powerplant)  and  the 
existing  powerplant( s)  which  it  will  replace.  They  serve  to  outline 
the  evidence  you  should  develop  in  your  Fuels  Decision  Report  to 
corroborate  your  eligibility  for  exemption  of  this  unit  as  an 
Intermediate  Load  Powerplant  and  to  provide  ERA  with  a  summary  of 
your  responses  to  those  evidentiary  requirements.  Indicate  in 
column  (e)  the  page  and  chapter  number  in  your  Fuels  Decision 
Report  (FDR)  where  your  discussion  of  each  question  appears. 

3.1  Enter  the  name  of  the  generating  station  of  which  each 
existing  powerplant  will  be  replaced  by  the  new  unit. 

3.2  Enter  the  unit  identification  number  of  each  powerplant 
being  replaced. 
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3.3  Enter  the  City  and  State  where  each  powerplant  being 
replaced  is  located. 

3.4  Check  the  appropriate  box  to  indicate  whether  or  not 
each  powerplant  being  replaced  is  owned  by  the  same  company  which 
will  operate  the  new  powerplant. 

3.5  Indicate  whether  or  not  each  powerplant  being  replaced 
is  capable  of  burning  coal  as  a  primary  energy  source. 

3.6  Provide  the  types  of  fuel  consumed  for  the  past  two 
years  in  each  powerplant  being  replaced. 

3.7  Enter  the  volume  of  each  type  of  fuel  consumed  in  each 
powerplant  being  replaced  for  the  previous  years. 

3.8  For  the  new  powerplant  and  each  existing  powerplant 
being  replaced,  provide  the  Design  Generating  Capacity  in 
Kilowatts  (KW). 

3.9  For  the  new  powerplant  provide  the  Design  Heat  Input  Rate 
in  British  Thermal  Units  (BTU's)  per  Kilowatt  hour  (KW-hr). 

3.10  Multiply  the  Design  Generating  Capacity  (KW)  of  the 

new  powerplant  13.8(a)  above]  by  3,500  hours  and  enter  the  product 
( KW-hour  3) . 

3.1L  Provide  in  Kilowatt  Hours  (KW-hours)  the  projected 
electrical  generation  of  the  new  powerplant  for  any  12-calendar 
month  period. 

3.12  Enter  the  month,  day  and  year  you  propose  to  permanently 
cease  operation  of  each  existing  powerplant  being  replaced  by  the 
new  powerplant. 

3.13  For  each  "Yes"  answer,  you  are  indicating  that  the 
existing  powerplant  cannot  be  operated  while  burning  coal  as  a 
primary  energy  source  without  causing  or  contributing  to  a 
pollutant  concentration.  Include  the  reasons  for  such  claim  and 
state  the  page  and  chapter  in  your  Fuels  Decision  Report. 

4.0  SUPPORTING  DOCUMENTATION.  In  addition  to  the  corroborating 
evidence  outlined  in  Section  3.0,  certain  other  discussions  and/or 
affidavits  and  documentation  must  be  included  in  the  Fuels 
Decision  Report. 

4.1  Indicate  where  in  your  Fuels  Decision  Report  there  is  a 
copy  of  the  Air  Quality  Certification  obtained  from  the 
Administrator  of  the  Environmental  Protection  Agency  (EPA)  or  the 
Director  of  the  appropriate  State  air  pollution  control  agency 
certifying  that  the  use  of  any  available  alternate  fuel  as  a 
primary  energy  source  in  the  new  Intermediate  Load  Powerplant  will 
cause  or  contribute  to  a  pollutant  concentration.  Included  with 
the  Certification  should  be  a  copy  of  your  application  for 
Certification  and  a  copy  of  all  supporting  documentation  filed 
with  or  subsequent  to  your  application. 

(1)  Enter  the  date  that  the  Air  Quality  Certification 
was  issued. 

The  Air  Quality  Certification  is  an  essential  part  of  a  petition 
for  Intermediate  Load  Powerplant  exemption  and  ERA  will  not  consider 
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your  petition  complete  without  it.  The  Certification  should  include 
at  least  a  specification  of  each  alternate  fuel  considered  by  EPA 
or  the  appropriate  State  air  pollution  control  'agency  in  reaching 
its  decision  regarding  the  Certification. 

4.2  Provide  the  page  and  chapter  number  in  your  Fuels 
Decision  Report  which  includes  an  affidavit  executed  by  the  Chief 
Executive  Officer  of  the  electric  utility  which  will  operate  the 
proposed  powerplant,  certifying  that  it  will  be  operated  at  all  times 
in  the  future  only  as  an  Intermediate  Load  Powerplant. 

4.3  Indicate  where  in  the  Fuels  Decision  Report,  you  have 
provided  an  affidavit  executed  by  the  Chief  Executive  Officer 
and  a  qualified  engineer  of  the  operating  utility  which  certifies 
that  the  proposed  Intermediate  Load  Powerplant  can  operate  at 

a  heat  rate  of  9,500  BTU ' s  per  Kilowatt  hour  or  less  throughout 
the  useful  life  of  the  powerplant. 

4.4  Provide  the  page  and  chapter  number  in  your  Fuels  Decision 
Report  that  includes  an  affidavit  executed  by  the  Chief  Executive 
Officer  and  a  qualified  engineer  of  the  operating  utility  certifying 
that  the  Intermediate  Load  Powerplant  will  be  constructed  with  the 
capability  to  use  a  synthetic  fuel  derived  from  an  alternate  fuel 
as  a  primar/  energy  source. 

4.5  Cite  the  page  and  chapter  number  in  your  Fuels  Decision 
Report  where  you  have  discussed  the  identification  and  description 
of  the  syntnetic  fuels  you  have  selected,  and  the  basis  for  your 
decision  to  select  that  particular  fuel.  Supporting  documentation 
such  as  marketing  studies,  contracts  or  other  documents  relating 
to  your  selection  of  a  particular  fuel  should  be  provided. 
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Form  Approved 

0KB  No. 

U.S.  DEPARTMENT  OF  ENERGY 

Washington,  D.  C.  20461 

PERMANENT  EXEMPTION  FOR  NEW  INSTALLATIONS  §Jl 

NECESSARY  TO  MEET  SCHEDULED  OUTAGES 

?AFT 

If  you  are  petitioning  for  a  Permanent  Exemption 
to  meet  Scheduled  Equipment  Outages,  your  filing 
requirements  include  the  General  Form" for  New  Installa- 
tion^Petition,  a  Fuels  Decision  Report,  this  fom*  « 
Schedule  D  and  all  pertinent  f«;es.  ^ 

A  separate  form  must  be  submitted  for  each  unit 
for  which  you  are  seeking  an  exemption. 

* 

1.0  IDENTIFICATION  DATA 

What  is  the  name  of  and  unit  identification  number  for  this  facility,  the  name  of  the 
operating  company,  and  the  name,  title  and  telephone  number  of  the  person  responsible 
for  this  form? 

1.1  Facility  (Site)  Data 

1.2  Name  of  Operating  Company: 

(a) 

(a) 

Name 

(b) 

Name 

Unit  Identification 

1.3  Contact  Person 

(a) 

(b) 

(c)  (  ) 

Name  Title  Area  Code,  Telephone  # 

2.0  CE 

RTIFICATION 

1  certify 
accurate 

that  the  information  contained  herein  and  appended  hereto  is  true 
to  the  best  of  my  knowledge. 

and 

Name 

Title 

Signature 

Date 

Name 

Title 

Signature 

Date 

Title  18,  use  1001,  makes  it  a  crime* for  any  person  knowingly  and  willingly  to  make 
to  any  Agency  or  Department  of  the  United  States  any  false,  fictitious  or  fraudulent 
statements  as  to  any  matter  within  its  jurisdiction. 

1 
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3.0  SUPPORTING  DOCUMENTATION  INFORMATION  i 

In  support  of  your  Petition  for  Scheduled  Equipment  Outages,  you  are  i 
required  to  address  specific  issues  in  your  Fuels  Decision  Report.  I 

Complete  the  following  questions  to  provide  ERA  with  a  summary  of  'j 

1  your  responses  and/or  to  indicate  that  such  issues  have  been  | 

1  addressed.  As  appropriate,  indicate  the  page  and  chapter  number  .  I 

^  where  the  issues  are  discussed  in  the  Fuels  Decision  Report  (FDR) .  n 

H  ___  _  ^ 

1 

Fuels  Decision  Report 

Page 

Chapter  i 

3.1  Your  routine  maintenance  schedule  does 
not  permit  continuing  operation  unless 

I  ERA  grants  this  exemption  and  the 

1  reasons  for  this  contention? 

(a) 

(b)  5 

1 

ii 

•t 

! 

i 

I  3.2  Documentary  evidence  which  demonstrates  . 

1  that  you  considered  the  use  of  alternate 

1  fuels,  including  a  description  of  the 

1  fuel  alternatives  you  examined  and  the 

i  factors  important  in  your  decision  to 

1  reject  tha  use  of  alternate  fuels.  Such 

1  factors  would  include  lack  of  alternate 

fuel  supply,  site  limitations,  environ¬ 
mental  requirements,  inability  to  raise 
adequate  capital,  or  certain  State  or 
local  requirements. 

1 

1 

i 

ij 

. 

1 

' 

: 

■  ■  ■  r.  f - J 
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4.0  EXEMPTION  UNIT  DATA 


Enter  for  the  appropriate  month,  the  projected  type  and  amount  of  fuel  con¬ 
sumed  by  the  proposed  unit  for  which  you  are  seeking  an  exemption. 


4.1  Exemption  Unit  Identification 
(a)  Identification  Number  _ 


(b)  Initial  month 
and  Vftar  of 


m~n 


4.2  New  Installation  Operating  Data 


Brter  twelve 
acnsecuti\« 
mcnths  beginning 
with  the  nonth 
entered  in  4.1(b) 


Fuel  Consumed 


Residual  Fuel  Distillate  Fuel  Natural  Gas  Other,  Specify 
Oil  (BBLS)  Oil  (BBLS)  (MCF)  {  ) 

•  (a)  (b)  (c) 


Hours  of 
Operation 
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4.3  Site  Data 

Complete  for  all  other  units  at  the  site  which  will  be  out  of  service  for  scheduled 
maintenance. 


4.4  Units  Scheduled  for  Outage 


Honth/'Year 

(a) 


unit  Id 


.  ..  ...  — .  Unit  Id 

prpejHour#  ot  Outage'^  Vu^^^type  ~ 


Unit  Id 


Hours. pf  Outage 


Fuel*  Type) Hours  of  Outage 


9244 
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PERMANENT  EXEMPTION  FOR  NEW  INSTALLATIONS 
NECESSARY  TO  MEET  SCHEDULED  OUTAGES 

I.  Authority/Purposes.  This  form  is  required,  pursuant 
to  the  provisions  of  Title  10  of  the  Code  of  Federal 
Regulations,  Part  505.31,  and  Public  Law  95-620,  Power- 
plant  and  Industrial  Fuel  Use  Act  of  1978  (FUA),  to 
complete  a  petition  to  the  Economic  Regulatory  Admin¬ 
istration  (ERA)  for  any  exemptions  from  the  prohibitions 
imposed  under  Title  II,  Section  212(j),  of  FUA.  The 
information  provided  by  this  Form  will  be  used  by  ERA 

to  perform  an  evaluation  of  the  petitioner's  eligibility 
for  an  exemption. 

II.  Who  may  submit.  Form  ERA-315  must  be  submitted  by 
owners  of  installations  who  are  petitioning  for  any 
exemptions  under  Title  II  for  units  classified  “New" 
under  the  definition  of  Section  103  of  FUA,  and  for 
those  units  which,  upon  petitioning  to  ERA  for  class¬ 
ification  were  not  classified  ‘'Existing.*' 
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III.  To  Whom.  Submit  Form  EKA-315  and  all  accompanying 
documents  in  triplicate  (3)  to: 


Department  of  Energy 

Economic  Regulatory  Administration 

2000  M  Street,  N.W.,  Room  _ 

Washington,  D.  C.  20461 


IV.  Labeling.  "Petition  for  Permanent  Exemption  - 
for  New  Installation,"  should  be  clearly  labeled,  both 
on  the  petition  and  on  the  outside  of  the  envelope  in 
which  the  petition  is  transmitted. 


V.  When  to  File.  A  petition  for  exemption(s)  may  be 
filed  at  any  time  after  May  8,  1979. 


1.0  Identification  Information. 

J 

1.1  Facility  Data  (Site):  This  information  pertains 
to  the  site  where  the  new  installation  is  located. 

(a)  Enter  the  name  by  which  the  unit  is  identified. 

(b)  Enter  the  specific  identification  of  the  new  unit. 
For  example.  Boiler  #6,  Unit  #3,  etc. 

1.2  Operation  Company  Identification:  This  information 
relates  to  the  company  which  has  the  actual  responsibility 
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tor  the  operation  of  the  new  installation.  Included  under 
the  meaning  of  company  is  any  individual  corporation,  company, 
partnership,  association,  firm,  institution,  ^society,  trust, 
joint  venture,  stock  company  or  County,  State  or  Federal  entity. 
Enter  the  complete  name  of  the  company. 

1.3  Contact  Person  Identification;  This  information 
should  relate  to  an  individual  who  can  be  contacted  if 
there  are  questions  regarding  the  information  contained 
in  this  petition. 

(a)  Enter  the  name  of  the  individual. 

(b)  Enter  the  title  by  which  tte  individual  is  identified 
in  the  company. 

(c)  Enter  the  area  code  and  the  telephone  number  at  which 
the  individual  may  be  reached  during  normal  working  hours. 

2.0  Certification. 

(1)  If  you  are  filing  a  petition  for  exemption(s)  on 
behalf  of  a  corporation,  the  Chief  Executive  Officer  and 
Chairman  of  the  Board  of  the  Company  shall  attest  in 
writing  to  the  accuracy  of  all  information  contained 

in  or  appended  to  your  petition. 

(2)  If  you  are  tiling  a  petition  for  exemption(s)  on 
behalf  of  a  wholly-owned  subsidiary,  then  the  requirements 
of  (1)  above  shall  apply  to  the  subsidiary  and  to  the 
parent  corporation  as  well.  (Four  signatures  may  be 
requireo ) . 
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(3)  I£  you  are  filing  on  behalf  of  an  entity  other 
than  a  corporation,  the  Chief  Managerial  Officer  shall 
attest  in  writing  to  the  accuracy  of  all  information 
containeo  in  or  appended  to  your  petition. 

3.0  Supporting  Documentation. 

In  addition  to  the  corroborating  evidence  outlined  in 
Section  4.0,  certain  other  discussions  and/or  evidence 
and  documentation  must  be  included  in  the  Fuels  Decision 
Report . 

3.1  Indicate  where  in  your  Fuels  Decision  Report 
there  is  a  discription  of  your  routine  maintenance 
scheoule  that  does  not  permit  continuing  operation 

t  . 

unless  ERA  grants  this  exemption  and  the  reasons  for 
this  condition. 

3.2  Indicate  where  in  your  Fuels  Decision  Report 
there  is  oocumentary  evidence  which  demonstrates  that 
you  considered  the  use  of  alternate  fuels,  including 
a  oescription  of  the  fuel  alternat.ives  you  examined 
and  the  factors  important  in  your  decision  to  reject 
the  use  of  alternate  fuels.  Such  factors  would  include 
lack  of  alternate  fuel  supply,  sit.e  limitations,  envir¬ 
onmental  requirements,  inability  to  raise  adequate 
capital,  or  certain  State  or  local  requirements. 
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4.0  Exemption  Unit  Data. 

The  questions  in  this  Section  pertain  to  the  proposed 
installation(s)  necessary  to  meet  scheduled  outages  and 
serve  to  outline  the  evidence  that  you  should  develop 
in  your  Fuels  Decision  Report.  They  indicate  the 
schedule  of  operation  for  the-pertinent  unit  estimating 
the  number  of  hours  per  year  and  fuel  consumption  for 
projected  use  during  the  first  12  months  of  operation 
after  commencement  of  operation. 

4.1  Exemption  Unit  Identification. 

(a)  Enter  the  name  by  which  the  unit  is  identified. 

(b)  Enter  the  initial  month  and  year  of  operation. 

4.2  New  Installation  Operating  Data. 

(a)  Enter  the  consumption  by  month  of  residual  oil  in 
barrels  of  the  proposed  installation(s)  necessary  to 
meet  scheduled  outages. 

(b)  Enter  the  consumption  by  month  of  distillate  fuel 
oil  in  barrels  of  the  proposed  installation ( s )  necessary 
to  meet  scheduled  outages. 

(c)  Enter  the  consumption  by  month  of  natural  gas  in 
thousands  of  cubic  feet  of  the  proposed  installation(s) 
necessary  to  meet  scheduled  outages. 
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(d)  Enter  the  consumption  by  month  of  other  fuel  in  the  appropriate 
units  of  tne  proposed  installation(s)  necessary  to  meet  scheduled 
outages. 

■  'V 

(e)  Enter  the  number  of  hours  of  operation  by  month  of  the  proposed 
installation ( s )  necessary  to  meet  scheduled  outages. 

5.0  bite  Data. 

The  questions  in  this  Section  pertain  to  existing  units,  and 
serve  to  outline  the  evidence  that  you  should  develop  in  your  Fuels 
Decision  Report.  They  relate  to  a  decription  of  the  maintenance 
schedule  for  all  units  located  at  the  facility  which  will  be  out 
of  service  for  scheduled  maintenance  at  times  when  the  unit  for 
which  the  exemption  is  requested,  is  operating. 

(a)  Enter  the  name  or  number  by  which  the  unit  is  identified. 

(b)  Enter  the  total  design  heat  input  rate  capacity  per  hour 

in  millions  of  British  Thermal  Units  (MMBTU's  per  hour )  of  the 
uni  t . 

(c)  Enter  the  total  design  output  of  the  unit  in  thousands  of 
pounds  of  steam  per  hour. 

(d)  Enter  the  total  annual  houi s  of  scheduled  maintenance. 

5.1  Units  Scheduled  for  Outage. 

(a)  Enter  the  month  and  year  for  the  scheduled  maintenance. 

(D)  Enter  the  name  or  number  by  which  the  unit  is  identified. 

Enter  the  type  of  fuel  burned  in  the  unit.  For  example;  coal, 

#2  distillate,  natural  gas,  etc. 
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(c)  Enter  tne  number  of  hours  for  the  indicated  month 
ana  year  that  the  unit  will  be  out  of  service  for  main¬ 
tenance  . 


< 
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rHA-316  U.  S.  DLPARTMENT  OF  ENERGY 

W.ishinglon,  D.  C.  20461 

TEMPORARY  PUBLIC  INTEREST  EXLMPIION 
I  OR  USE  OF  NATURAL  GAS  BY  EXISTING  POWERPLANfS 


l\ij  in  >]  1 '  'Vi ’d 
OMD  No. 


draft 


I 


Tlnis  KxompLion  Form  must  be  nrcoinpaniod  by  a 
Mansinittal  lelLer. 

A  .separate  Temporary  Public  Tntercst  Exemption 
for  use  of  Natural  Gas  must  be  sul^mittod  for  cacTi 
unit  for  which  you  are  seeT<ing  an  exemption. 


T.O  11)1  NEII  ICAl  ION  INFORMATION 


UImt  is  the  name,  mailing  address,  city,  state  and  zip  code  for  the  Facility,  the 
Operating  Company  and  the  Parent  company,  if  applicable? 
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..  r,  l/■.Lll.IlY  INFuL'iAllUN 

?..]  V.’fat  type  of  Utility  is  this? 

(a)  /  7  Investor  Owned  (d)  /  7  State 

(b)  /  7  Co-Operative  (e)  /J7  Mtjnicipal 

(c)  /7  Federal  (f)  fj  Other: 

?..2  Indicate  the  type  of  unit  you  are  seeking  an  exemption  for. 

(a)  /7  Boiler  (b)  /_7  Combustion  Turbine  (c)  /_7  Combined  Cycle 

2.3  I'hat  is  the  designed  capacity  of  your  Unit? 

(a)  ^  _  _ fll'IBTU' s/llour  Heat  Irput 

(b)  _ _ Flegawatts  Output 

(c)  (If  a  boil  dr:) _ Pounds  of  Steam  Per  Hour 

?.4  V.’hat  is  the  amount  of  natural  gas  that  vas  burned  in  this  powerplant  in  each  of 
following  years  in  terms  of  thousands  of  cubic  feet  (MCF)? 

(a)  19/4:  _ _ MCF  (c)  1976: _ MCF 

(b)  1975:  _ _ _ _MCF  (d)  1977:  _  _ _ MCF 

2.5  In  what  year  did  this  powecplant  become  operational?  _  _  _ 

2.6  What  is  the  primary  energy  source  that  will  be  replaced  if  this  temporary  exemption 
is  granted? 

(a)  73^  Middle  Distillates 

(b)  37  Residual  Oil 

(c)  ry  Coal 

(d)  fy  Other  alternate  Fuel,  Specify:  _ 


2.7  What  is  the  amount  of  natural  gas  in  thousands  of  cubic  feet  (MCF)  that  you  will 
burn  in  this  powerplant  each  year  of  the  next  five  years  if  the  temporary  exemp¬ 
tion  is  granted? 


Year 

Amount 

(a)  1st  year: 

MCF 

(b)  2nd  year: 

MCF 

(c)  3rd  year: 

MCF 

(d)  4th  year: 

MCF 

(e)  5th  year: 

MCF 
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t‘.8  Indicate  the  following  information  for  each  of  your  proposed  natural  gas  suppliers. 


' 

Supplier 

itfl 

(a) 

Supplier 

Supplier 

#3 

.  _  . 

Supplier 

(d) 

(1)  I.'aine: 

. 

1 

(2)  Street: 

. 

City: 

State: 

Zip  Code: 

(3)  Contact  Person: 

- 

Phone: 

(  ) 

(  ) 

(  ) 

{  ) 

2.9  Have  you  attached  a  copy  of  your  proposed  contract,  or  letter  of  intent  to  purchase 
natural  gas,  with  each  of  your  natural  gas  suppliers? 

(a)  n  Yes  (b)  O  No 


3.0  If  you  are  requesting  a  temporary  exemption  for  more  than  one  year,  have  you  demon¬ 
strated  in  your  Fuels  Decision  Report  why  it  would  be  in  the  public  interest  for  ERA 
to  grant  your  petition  for  more  than  one  year? 

(a)  /  /  Yes  -  Where  in  the  FDR  is  this  addressed?  Page  _  Chapter  _ 

(b)  O  No 

4.0  CERTIFir.ATION  ‘  ' 


I  certify  that  the  information  contained  herein  and  appended  hereto  is  true  and  accurate 
to  the  best  of  iny  knowledge. 


Name  Title  Signature  Date 


Name  Title  Signature  Date  j 

Title  18,  use  1001,  makes  it  a  crime  for  any  person  knowingly  and  willingly  to  make  to  j 
any  Agency  or  Department  of  the  United  States  any  false,  fictitious  or  fraudulent  state-  I 
ments  as  to  any  matter  within  its  jurisdiction. _ _ _  j 
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TEMPORARY  PUBLIC  INTEREST  EXEMPTION 
FOR  USE  OF  NATURAL  GAS 
BY 

EXISTING  POWERPLANTS 


Instructions  " 

I.  Author ity/Purposo 

This  form  is  required  pursuant  to  the  provisions  of  Title  10  of 
the  Code  of  Federal  Requlations,  Part  508,  Public  Law  95-620, 
Powerplant  and  Industrial  Fuel  Use  Act  of  1978  (FUA),  to  be 
filed  with  the  Economic  Requlatory  Administration  for  those 
who  are  petitioninq  for  a  Temporary  Public  Interest  Exemption 
for  use  of  Natural  Gas  by  Existinq  Powerplants. 

II.  Where  tO'  submit 

Submit  Form  ERA-  316 _  in  triplicate  (3)  to: 

Department  of  Energy 

Economic  Regulatory  Administration 

2000  M  Street,  N.W.  Room  _ 

Washington,  D.C.  20461 


1 . 0  IDENTIFICATION  INFORMATION 

1.1  Facility  Information  (Site):  This  information  pertains 
to  the  site  where  your  powerplant  (unit)  is  located. 

^  (a)  Enter  the  name  by  which  the  unit  is  identified. 

(b)  Enter  the  name  of  the  generating  station  at 
which  the  unit  is  located. 

(c)  Enter  the  street  address  of  the  facility  site. 

(d)  Enter  the  City  and  State  where  the  facility  site 
is  located  and  the  ZIP  code  of  the  address. 

(e)  Enter  the  County  in  which  the  facility  site  is 

located . 

(f)  Enter  the  specific  identification  of  the  new 
unit.  For  example.  Boiler  #234. 

1.2  Utility  Company  Identification:  This  information  relates 
to  the  utility  company  which  has  the  actual  responsibility  for  the 
operation  of  the  powerplant.  Included  under  the  meaning  of  company 
is  any  individual  corporation,  company,  partnership,  association, 
firm,  institution,  society,  trust,  joint  venture,  stock  company, 

or  County,  State  or  Federal  entity. 
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(a)  Enter  the  complete  name  of  the  utility  company. 

(b)  Enter  the  street  address  of  the  utility  company. 

(c)  Enter  the  City  and  State  where  the  company  is 
located  and  the  ZIP  code  for  the  address. 

1.3  Parent  Company  or  Holding  Company  Data:  Complete  this 
section  only  if  there  is  an  entity  which  controls,  wholly  or 
partially  owns,  or  is  responsible  for  the  operating  company. 


t  a  ) 

En 

ter 

the 

name  of  the  en 

tity . 

..  ; 

(b) 

En 

ter 

the 

street  address 

of  the  en 

tity. 

(c) 

En 

ter 

the 

City  and  State 

where  the 

entity ■ is 

located 

and  the  Z 

IP 

code 

of  the  address 

• 

1 . 

4  Contact 

Person 

identif icat ion 

:  This  in 

formal 

:ion 

should 

relate 

to 

an 

individual  who  can  1 

be  contacted  if 

there 

are  que 

St  ions 

reg 

ard 

ing 

the  information 

contained 

in  this 

pet  it io 

n . 

(  a ) 

En 

ter 

the 

name  of  the  individual. 

lb) 

En 

ter 

the 

title  by  which 

the  indiv 

idual 

is 

ident if 

ied  in 

the 

company. 

ic)  Enter  the  street  address  of  the  individual 

(d)  Enter  the  City  and  State  where  the  individual  is 
located  and  the  ZIP  code  for  the  address. 

(e)  Enter  the  area  code  and  the  telephone  number  at 
which  the  individual  may  be  reached  during  the  normal  working 
hours . 


2.0  FACILITY, INFORMATION 


2.1  Check  the  appropriate  box  that  indicates  the  type  of 
utility  owning  the  new  generating  unit. 


for 


2.2  Check  the  box  that 
which  you  are  requesting 


indicates  the  type  of  generating  unit 
an  exempt ion( s ) . 


2.3  Provide  the  design  capacities  of  the  generating  unit  by: 


(a)  Fuel  heat  input  rate  in  millions  of  British  Thermal 
Units  (MMBTU's)  per  hour. 

(b)  Megawatts  output. 

(c)  If  a  boiler,  the  pounds  of  steam  per  hour  output.  • 


2.4 

feet  (MCF 
the  years 


Provide  the  amount  of  natural  gas  in  thousands  of  cubic 
that  was  burned  in  the  powerplant  (unit)  for  each  of 
indicated . 
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2.5  Enter  the  date  that  the  powerplant  (unit)  becaire  operational 

2.6  For  the  unit  which  you  are  petitioning  for,  exerrption,  check 
all  fuel  types  that  the  unit  is  capable  of  burning  as  a  Primary  Energy 
Source. 


2.7  Provide  the  estimated  amount  of  natural  gas  in  thousands 
of  cubic  feet  (MCF)  that  will  be  burned  in  this  powerplant  (unit) 
for  each  year  for  the  next  five  years  from  the  date  of  this 
petition. 

2.8  This  information  pertains  to  the  proposed  natural  gas 
suppliers  for  the  unit  for  which  you  are  requesting  an  exemption. 

(1)  Enter  the  name  of  the  proposed  natural  gas  supplier. 

(2)  Enter  the  street  and  address.  City,  State  and  ZIP  code. 

(3)  Contact  Person:  This  information  should  relate  to 
an  individual  who  can  be  contacted  in  the  company  of 
the  natural  gas  supplier  who  can  answer  Questions 
relating  to  the  supply  contract.  Enter  the  telephone 

.u  number  of  the  gas  supplier  contact. 

2.9  Provide  copies  of  your  proposed  contracts  or  letters  of 
intent  to  wrchase  natural  gas  from  each  of  your  proposed  gas 
suppliers. ^ 

3.0  Indicate  in  your  Fuels  Decision  Report  where  you  have 
demonstrated  why  it  would  be  in  the  public  interest  for  ERA  to  grant 
your  petition  for  more  than  one  year. 

4.0  CERTIFICATION 

(1)  If  you  are  filing  a  petition  for  an  exemption  on  behalf 
of  a  corporation,  the  Chief  Executive  Officer  and  the  Chairman  of 

the  Board  of  the  company  shall  attest  in  writing  to  the  accuracy  of 
of  all  information  contained  in  or  appended  to  the  petition. 

(2)  If  you  are  filing  a  petition  for  an  exemption  on  behalf 
of  a  wholly-owned  subsidiary,  then  the  requirements  of  (1)  above  shall 
apply  to  the  subsidiary  and  to  the  parent  corporation  as  well. 

(Four  signatures  may  be  required.) 

(3)  If  you  are  filing  on  behalf  of  an  entity  other  than  a 
corporation,  the  Chief  Managerial  Officer  shall  attest  in  writing  to 
the  accuracy  of  all  information  contained  in  or  appended  to  the 
petition. 
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DS^ 

ERA  -  Form  Approved 

0MB  No. _ 


UNITED  STATES  DEPARTMENT  OF  ENERGY 


Washington  D.  C.  20461 

Schedule  (A)  General  and  Special  Cost  Tests  for  New  Powerplants 

If  you  are  petitioning  for  an  exemption  for  a  new  powerplant 
based  on  the  lack  of  available  alternate  fuel  supply  at  a 
cost  which  does  not  substantially  exceed  the  cost  of  using 
imported  petroleum,  or  any  other  exemption  requiring  a 
general  or  special  cost  calculation,  you  must  complete  this 
schedule . 

1.0  Identification  Information. 


What  is  the  name  of  the  facility  operating  company  and  the 
person  responsible  for  this  form? _ 


1 . 1  Facility  Data 

1.2  Operating  Company 

Identification 

(a)  Name: 

(a)  Name: 

(b)  Unit  Identification 

1.3  Name  of  the  person  in  your  company  to  whom  questions 
regarding  this  petition  may  be  directed  if  different 
from  the  General  Form; 


-4 


(a)  Name: 


(b)  Title; 

(c)  Telephone  number  (  ) _ - 

2.0  Certification . _ _ _ 

I  certify  that  the  information  contained  herein  and  appended 
hereto  is  true  and  accurate  to  the  best  of  my  knowledge. 


N 


ame 


Title 


Signature 


Wame 


TTETe 


Signature 


pate 


Title  18,  use  1001,  makes  it  a  crime  for  any  person  knowingly 
and  willingly  to  make  to  any  Agency  or  Department  of  the  United 
States  any  false,  fictitious  or  fraudulent  statements  as  to  any 
matter  within  its  jurisdiction. 


1 
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Instructions  and  Definitions;  (General  &  Special) 

The  jcost  is  calculated  by; 

R  =  Cost  Case  (1,2,  3 . . . ) 

Base.  Cost  Case  (oil  or 
natural  gas) 

This  is  referred  to  as  "equation  #1"  in  the  FUA  regu¬ 
lations.  The  results  are  to  be  entered  in  the  section 
above . 

COST  (General)  -  The  total  discounted  cost  in  dollars 
of  constructing  and  operating  the 
powerplant  for  its  useful  life. 

COST  (Special)  -  The  total  discounted  COST  in  dollars 
of  constructing  and  operating  the 
^  powerplant  for  the  period  of  the 

exemption. 


NOTE:  Express  total  cost  amount  in  real  (prices  in  effect 
at  the  time  the  petition  is  submitted)  uninflated  dollars 
discounted  to  present  value,  year  by  a  factor  of  3.5%. 

*The  cost  to  use  an  alternate  fuel  will  be  deemed  to 
be  substantially  in  excess  of  the  cost  to  use  imported 
petroleum  where  the  ratio  of  the  former  to  the  latter 
is  greater  than  1.5.  To  be  eligible  for  a  permanent 
exemption,  the  ratio  must  be  greater  than  1.5  for  each 
year's  delay.  A  permanent  exemption  will  not  be  granted 
if  the  ratios  do  not  exceed  1.5;  you  will  only  be  eligible 
for  a  temporary  exemption  for  the  minimum  period  where 
the  ratio  is  greater  than  1.5. 
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j  Check  Type  Cost  Test 


5.3  SUMM.\Ry  OF  BASE  AND  ALTERNATE  FUEL  COST  CASES  General  □ 


TOTAL  COST  $(000) 


v.hen  completing  this  form  for  the  General  Cost  Test  enter 
cost  in  only,  year  ^  for  Base  Case  and  all  successive  years 
in  Us^for  Alternate  Fuel  Case(s)  (including  year  0).  For  the 
Special  Cost  Test  enter  cost  for  the  period  of  reguested. 

exemption.  _ _ _ i — - - — : — — - 

— buccessive  Yeats  Delays  in  Use  of  Alternate  Fuel  _ 
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5.1  Instructions  and  Definitions:  (General  only) 

The  cost#  which  is  the  surr  of  capital  outlays,  0£.M, 
and  fuel  costs  for  each  alternative  and  the  oil  fired 
installation  discounted  to  present  is  calculated  by: 


COST  =  I  + 


OM  +  FL 
1  1 
1 

(1  +  K) 


OM  +  FL 
2  2 
2 

(1  +  K) 


OM  +  FL 
N  N 
N 

(1  +  K) 


(1  +  K) 


Where  I  =  Discounted  total  net  capital  outlay  in  dollars, 
excluding  investmenjt  tax  credits  and  "Advances 
in  Aid  of  Construction"  (as  per  FERC  system 
of  accounts).  May  include  investment  in  additional 
transmission  facilities  to  deliver  power  to 
your  service  area;  (ERA  will  not  consider 
investment  tax  credits  for  oil  or  gas  fired 
powerplants . ) 

Calculate  investment  in  the  above  equation  with  the 
following  equation: 

Where  I  =  I  +  I  I 


(1+K) 


(l+K) 


,  (1+K) 
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Where : 


Net  captial  outlay  in  dollars  up  to  the  time 
the  powerplant  goes  into  operation  or  the 
alternate  power  supply  becomes  available. 


I 

o 


I 

1 


OM 


S 


I  =  Yearly  net  capital  outlay  from  first  year 
N  of  operation  through  the  life  of  the  plant. 

Annual  cost  in  dollars  of  operating  and 
maintaining  the  unit.  May  include  expendi¬ 
tures  for  wheeling  power  to  your  service 
area . 

Salvage  value  of  equi^nnent  rendered  useless 
by  changing  the  fuel  from  oil  or  natural  gas 
to  alternate  fuel  in  year  p,  if  the  fuel  is 
changed . 


The  cost  is  computed  with  successive  starting  dates 
for  alternate  fuel  use  for  the  first  10  years  of 
operation.  Capital  investmnet,  operating  and  main¬ 
tenance  and  fuel  expenditures  should  reflect  post¬ 
poned  use  of  alternate  fuel  (e.g.,  installation 
of  scrubber  when  used). 

5.2  Instructions  and  Definitions  (Special  Only): 
The  cost  which  is  the  sum  capital  outlays,  O&M  and 
fuel  cost  for  each  alternative  and  the  oil  fired 
powerplant  discounted  to  present,  is  calculated  by: 


OM  +  FL  OM  +  FL 

COST  =  I  +  1  1+2  2 

1  2 
(1  +  K)  (1  +  K) 


+  .  .  .  +  OM  +  FL  - 

P  P 

P 

(l  +  K) 


S 

_ L 

P 

(l+K) 
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Where  I  =  Discounted  total  net  capital  outlay  in  dollars 
excluding  investment  tax  credits  and  "Advance 
in  Aid  of  Construction"  (as  per  FERC  system 
of  accounts)  to  use  oil  or  natural  gas  as  a 
primary  energy  source  during  the  period  of  the 
proposed  exemption  in  a  dual  fired  powerplant. 

The  investment  in  the  basic  powerplant  (that 
which  would  be  required  if  oil-or  natural 
gas-fired  powerplants . ) 

Calculate  Investment ( I ) ,  for  the  equation  above  using 
the  following  equation: 


I  *  I  +  I 

o  1 

1 

(1+K) 


I 

+  2 

2 

(I+K) 


+  .  .  .  +  I 

_ .  ■ 

P 

(1  +  K) 


Where  I  =  Net  capital  outlay  in  dollars  up  to  the  time 
o  the  powerplant  goes  into  operation  to  use  oil 
or  natural  gas  as  a  primary  energy  source  dur¬ 
ing  the  period  of  the  proposed  exemption  in  a 
dual- fired  powerplant. 


I  ...I  =  Yearly  net  capital  outlay  from  first  year  of 

1  p  operation  up  to  the  change  to  alternate  fuel 

.to  use  oil  or  natural  gas  as  a  primary  energy 
source  during  the  period  of  the  proposed 
exemption  in  a  dual-fired  powerplant. 


NOTE:  All  Other  terms  used  in  the  special  cost  test 

equation  are  the  same  aS' those  used  in  the 
General  Cost  Test  Equation  (e.g.  OM,  FG,  p,  etc. 
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6 . 1  Instructions  and  Definitions . 

Capital  Equipment  Section.  •  ;  .  . 

a.  ,  Cost  Item  Categories  -  Check  appropriate  case 
(base  or  alternate  fuel  and  case  humber )  and  General 
Cost  test  or  Special  Cost  test.  (Section  6.1  must  be 
completed  for  the  base  case  and  each  alternate  fuel 
case.)  Enter  this  data  in  columns  to  the  right  for 
each  cost  item  category.  (Items' A. 1  through  F).. 

b.  Net  Capital  Outlays  -  Total  capital  outlay 
minus  investment  tax  credit.  Enter  amount  in  thousands 
of  dollars  expressed  in  real  (uninflated)  terms  using  the 
prices  in  effect  at  the  time  the  petition  is  submitted. 

Enter  calendar  year  outlays  and  made. 

c.  Investment  Tax  Credit  -  Enter  the  amount  in 
thousands  of  dollars  in  real  (uninflated)  terms,  using 

the  prices  in  effect  at  the  time  the  petition  is  submitted. 

d.  Salvage  value  -  Enter  the  estimated  salvage 
value  expressed  in  thousands  .of  dollars  in  real  (uninflated) 
terms  using  the  prices  in  effect  at  the  time  the 

petition  is  submitted.  Enter  the  calendar  year.  The 
salvage  value  is  recognized. 
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e.  -  Fuels  Decision  Report  -  Enter  page  and  chapter 
of  your  FDR  where  cost  item  categories  are  discussed  and 
amounts  estimated. 


NOTE:  This  Section  is  for  the  basecase,  alternate  fuel 

cases  which  require  no  changes  in  capital  outlay 
timing.  Where  alternate  fuel  use  is  delayed 
year  by  year  requiring  changes  in  capital  timing, 
complete  Section  6.2. 
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6.2  CAPITAL  OUTLAYS,  NEW  POWERPLANT 

Check  Type  Cost  Test 

Q  General  Q  Special 

Changes  in  timing  of  net  capital  outlays  due  to  delayed  use 

of  alternate  fuel 

Cost  item 
categories . 
(enter  item 
no. from 
section  6.1 
which 

changes  and 
year  no.  in 
column 


CHANGE  IN  YEARS  OUTLAYS  ARE  MADE  _ _ 

Enter  under  columns  below  the  number  of  the  year  (from  the  proposed 
powerplant's  operational  date)  that  outlays  will  be  made.  Example: 

If  the  delaying  of  burning  of  an  alternate  fuel  for  four  years  causes 
a  required  net  capital  outlay  to  be  made  in  year  two  then  the  number  2 
would  be  entered  under  Column  I,.  prr7 

SUCCESSING  YEARS  DELAYS  IN  STARTING  TO  USE  AN  ALTERNATE  FUEL _ 


FEDERAL  REGISTER,  VOL  44,  NO.  30— MONDAY,  FERRUARY  13,  1979 


3 


Instructions  and  Definitions.  Changes  in  Capital 
Outlays . 

a.  Alternate  fuel  cost  case  number.  Enter  all  cases 
from  Section  3.0  which  have  changes  in  capital  out¬ 
lay  timing. 


b.  List  all  cost  item  categories  which  have  changes 
in  ca’pital  outlay  timing  (enter  only  time  number 
and  letter ) . 


c.  Enter  the  calendar  year  in  which  the  capital 
outlay  would  be  incurred  urder  each  successive 
years  delay  in  starting  to  use  an  alternate  fuel 
column.  (The  changes  from  that  reported  in  Section 
6.1  are  due  to  the  delay  ir  use  of  alternate  fuel.) 
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NOTICES 


6.3  CAPITAL  SALVAGE,  NEW  POWERPLANT 


Check  Type  Cost  Test 
O  General  O  Special 


Changes  in  years  equipment  would  be  salvaged  due  to  delayed  use  of  alternate  fuel 


LT. 

UEL 

ASE 

NO. 


Cost  item 
categories 
(enter  item 
no. from 
section  6.1 
which 

changes  and 


CHANGE  IN  YEARS  EQUIPMENT  TS  «;ATUAr:Fn 


Enter  under  columns  below  the  year  number (from  the  proposed  powerplant ’ 
operational  date) that  equipment  would  be  salvaged.  Example:  If  the 
burning  of  an  alternate  fuel  delayed  four  years  causes  equipment  to  be 
salvaged  in  year  two  then  the  number  2  would  be  entered  under 
column  -4^ -  -  i- 1— — ^ 


SUCCESSING  YEARS  DELAYS  IN  STARTING  TO  USE  AN  ALTERNATE  FUEL 


column 
to  ri'^ht) 

1 

2 

3 

s 

5 

6 

7 

8 

9 

10 

m 

{HI 

m 

B 

i 

■■ 

m 

m 

m 

bb^ 

• 

B 

B 

Hli 

r 

B 

■I 

• 

' 

‘ 

1 
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7.0  Instructions, 


This  table  is  constructed  under  the  assumption  that 
O&M  outlays  will  remain  constant.  If  O&M  does  not  remain 
constants  complete  Section  7.1  for  the  periods  of  change. 
All  outlays  should  be  expressed  in  thousands  of  dollars 
in  real  (.uninflated)  terms  using  the  prices  in  affect 
at  the  time  the  petition  is  submitted. 

a.  Enter  annual  O&M  expenditures  (less  fuel  cost) 
for  each  case  while  burning  petroleum  or  natural  gas. 


b.  Enter  annual  O&M  expenditures  (less  fuel  costs) 
for  each  alternate  fuel  case  while  burning 
the  alternate  fuel. 


c.  Annual  O&M  expenditures  will  be  calculated 
with  the  following  equation; 

OM  =  8760  X  ACF  X  0  X  C 
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1 


« 


Where : 


ACF  =  Annual  capacity  factor  of  the 

powerplant  (0.70)  expressed  as  a  fraction 


0  =  Operations  and  maintenance  in 

dollars  per  Kwh  at  70%  annual  capacity 
factor  ($/Kwh). 


C  =  Design  capacity  of  the  plant  in  kW, 
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NOTICES 


7.1  OPERATION  AND  MAINTENANCE  OUTLAYS,  NEW  POWERPLANTS 


Check  Type  Cost  Test 
D  General  □  S  je.cia  j 


Changes  in  Annual  Operation  and  Maintenance  Expenditures 


— 

COST 

CASE 

(a) 

Year (s) 

Delay 

of 

Use  of 
Alternat< 
Fuel 
(b) 

For  use  only  if  O&M  expenditures  are  not  constant  with  the  amounts 
indicated  in  Sec.  7.0.  Enter  only  periods  and  annual  amounts  which  differ 
from  those  reported  in  the  above  mentioned  section. year(from, to)  refer  to 
beginning  &  ending  calendar  yr  for  period  amounts  chance. 

: 

ANNUAL  O&M  EXPENDITURES  AND  PERIODS  OF  YEARS  INCURRED 

From 

Year 

(c) 

To~ 

Year 

(c) 

Annual 

O&M 

$(000) (d) 

1 

Annual 

O&M 

$(000) (d) 

From 

Year 

(c) 

Annual 

O&M 

$(000) (d) 

■■ 

. . 

• 

- 

■ 

n 

B 

* 

- 

- 

■i 

Ib 

■ 

■ 

■ 

_ 1 

ERA-317 


Page  20 


FEDERAL  REGISTER.  VOL  44,  NO.  30— MONDAY,  FEBRUARY  1979 


NOTICES 


9279 


and  Definitions.  Changes 
maintenace  expenditures. 


in 


annual 


a.  Cost  case.  Enter  case  number  of  all  cases 
from  Section  3.0  which  have  changes  in  O&M  expenditures. 


b.  Year  delay  of  use  of  alternate  fuel.  Enter 
number  of  years  delay  in  burning  alternate  fuel. 


c.  From  year  to  year.  Enter  the  calendar  years 
when  the  change  of  O&M  begins  and  ends. 


d.  Annual  O&M  -  Enter  the  amount  in  thousands 
of  dollars  in  real  (uninflated)  terms,  using  the 
price  in  effect  at  the  time  the  petition  is 
submitted . 


NOTE:  For  each  line  there  is  space  for  three  periods 

of  changes  of  O&M  expenditures.  If  more  room  is  needed, 
enter  the  case  number  on  the  next  line  and  repeat  the 
process  described  in  (a)  through  (d). 
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8.0  Instructions . 


This  table  is  constructed  under  the  assumption  that 
fuel  outl^yg  will  remain  constant.  If  fuel  outlays 
do  not  remain  constant,  complete  Suction  8.1  for  the 
periods  of. change.  All  outlays  should  be  expressed  in 
thousands  of  dollars  in  real  (uninflated)  terms  using 
the  prices  in  effect  at  the  time  the  petition  , is  submitted. 


a.  Enter  annual  fuel  expenditures  for  each 
case  while  burning  petroleum  or  natural  gas. 


b.  Enter  annual  fuel  expenditures  for  each  alternate 
fuel  case  while  burning  the  alternate  fuel. 
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8.0  Instructions  (Con*t).  ' 


Fuels  Decision 
Report 

Page  Chapter 

(  C  ) 

Oil  or  Natural  Gas  Data: 

This  data  is  to  be  submitted 
each  change  of  price  or  BTU 
tent  for  each  case. 

for 

con- 

{ 1) 

.Pi’ice  imported  crude  oil 

$ 

(Federal  Register  referer ce 

) 

per 

BBL 

(2) 

Price  of  composite  crude  oil 

$ 

(Federal  Register  refererce 

) 

per 

BBL 

(3) 

Price  of  your  fuel* 

(Fuels  Decision  Report 
reference  ) 

$ 

per 

BBL 

(4) 

per  barrel  of  oil 

6 

10 

per 

BBL 

*If 

will 

fuel 

\ 

you  use  natural  gas,  this  term 
be  the  price  of  No.  2  distillate 
oil . 

. 

(b) 

Alternate  Fuel  Data 

of  Fuel 

(1) 

Price  of  delivered  alternate 

$ 

fuel . 

per 

unit 

(2} 

BTU's  per  unit 

6 

10  per  unit 


(3)  Vthat  is  the  unit  (BBL,  Tons, 
Etc.  )  . 


ERA-317 


Page  24 


FEDERAL  REGISTER,  VOL.  44,  NO.  30— MONDAY,  FERRUARY  12,  1979 


NOTICES 


Annual  delivered  fuel  expenditures  (FL)  will  be  calcu¬ 
lated  by  the  following  equation: 

FL  =  8760  X  ACF  XCXCXfXH 

Where; 

ACF  =  Annual  capacity  factor  of  the  power- 
plant  (0.70)  expressed  as  a  fraction. 

C  =  Design  capacity  of  the  plant  in  kW. 

f  =  Delivered  fuel  expenditures  to  the 
plant  expressed  in  dollars  per  Btu. 

'  .  H  »  Heat  input  rate  for  the  plant  in 

Btu  per  KWH. 
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8.1  FUEL  OUTLAYS,  NEW  POWERPLANT 


Changes  in  Annual  Fuel  Expenditures 


Check  Type  Cost  Test 
Q  General  □  Special 


Year(s)  |  For  use  only  if  fuel  expenditures  are  not  constant  with  the  amounts 

indicated  in  Sec.  8.0.  Enter  only  periods  and  annual  amounts  which  differ 
from  those  reported  in  the  above  mentioned  section,  ear  (from, to)  efer 
to  the  beginning  L  ending  calendar  year  for  the  period  amounts  change. 


ANNUAL  FUEL  EXPENDITURES  AND  PERIOD  OF  YEARS  INCURRED 


Annual 

Fuel 

$(000)(d) 


To 

Annual 

Year 

Fuel 

(c) 

$(000) (d) 

Annual 

Fuel 

$(000) (d) 
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8.1  Instructions  and  Definitions  -  Changes  in  annual 
fuel  expenditures. 

a.  Cost  case.  Enter  case  number  of  all  cases  from 
Section  3.0  which  have  changes  in  fuel  expenditures. 


b.  Year  delay  of  use  of  alternate  fuel.  Enter 
number  of  years  delay  in  burning  alternate  fuel. 


c.  From  year  to  year.  Ent>r  the  calendar 
years  when  the  change  of  fuel  expenditures  begins 
and  erds. 


d.  Annual  Fuel  Enter  the  amount  in 
thousands  of  dollars  in  real  (uninflated)  terms 
using  the  price  in  effect  at  the  time  the  petition 
is  submitted. 


NOTE:  For  each  line  there  is  space  for 
three  periods  of  changes  of  fuel  expenditures.  If 
more  room  is  needed,  enter  the  case  number  on  the 
next  line  and  repeat  the  process  described  in  (a) 
through  (d ) . 


ERA- 317  Page  27 


nOERAi  REGISTER,  VOL.  44,  NO.  SO— MONDAY,  FEBRUARY  IS.  1979 


9286 


NOTICES 


ERA-317  Page  28 


FEDERAL  REGISTER,  VOL  44,  NO.  30— MONDAY,  FEBRUARY  12,  1979 


NOTICES 


928 


DRAFT 

ERA-  u.s.  DEPARTMENT  OF  ENERGY  -Form  Approved 

0MB  No.  _ _ 


Schedule  (B)  General  and  Special  Cost  Tests  for 
New  Installations 


If  you  are  petitioning  for  an  exemption  for  a  new 
installation  based  on  the  lack  of  available 
alternate  fuel  supply  at  a  cost  which  does  not 
substantially  exceed  the  cost  of  using  imported 
petroleum,  or  any  other  exemption  requiring  a 
general  or  special  cost  calculation,  you  must 
complete  this  Schedule. _ _ 


i.O  Identification  Information. 


i.nat  is  the  name  of  the  facility 
person  responsible  for  this  form 

operating  company  and  the 

7 

1.1  Facility  Data 

« 

1.2  Operating  Company 

Identif ication 

(a)  Name: 

(a)  Name: 

(D)  unit  Identification 

l.i  Name  of  the  person  in  your  company  to  whom  questions 
regarding  this  petition  may  be  directed  if  different 


f  r  0  m 

tne  General  Form: 

(a) 

Name : 

(0) 

Title: 

( c ) 

Telephone  numoer  (  ) 

- 

/.U  Certification. 


I  certify  that  the  information  contained  herein  and  appended 
nereto  is  true  and  accurate  to  the  best  of  my  knowledge. 


name 

Title 

Signature 

Date 

is  srri6 

Signature 

Date 

litle  Id,  use 

1001,  makes  it  a  crime  for 

any  person  knowingly  I 

and  willingly  to  make  to  any  Agency  or  Department  of  the  United 
States  any  false,  fictitious  or  fraudulent  statrments  as  to  any 
matter  wit n in  its  jurisdiction. 
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Please  list  the  fuel/type  of  installlation  cases  and 
the  page  and  chapter  in  the  Fuels  Decision  Report  (FDR) 
where  these  are  addressed.  The  base  case  is  your 
proposed  facility  and  fuel  case  1,  2,  3...  are 
alternate  fuel/type  of  installation  combinations  for 
which  you  ate  claiming  the  cost  of  using  such  alternate 
fuel  substantially  exceeds  the  cost  of  using  imported 
petroleum. 


Ir.3  tallation  Description  (Type  &  Fuel) 

FDR 

1  Page 

|ch  aptei 

-.'■.r oucncj c  this  form  please  use  the  above  case 
number  as  a  reference  to  the  fuel  combination 
addressed . 
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4.1  INSTRUCTIONS  AND  DEFINITIONS;  (General  &  Special) 


The  Cost  Ratios  (R)  are  calculated  by  the  formula: 

R  =  Cost  Case  (1^  2,  3,  .  .  ) _ 

Base  Cost  Case  (Oil  or  Natural  Gas) 


I  This  is  referred  to  as  "Equation  #1"  in  the  FUA  Regulations. 
The  results  are  to  be  entered  in  the  section  above. 

COST  (General)  The  total  discounted  after  tax  cost  in 

•  dollars  of  constructing  and  operating  the 

installation  for  its  useful  life. 

COST  (Special)  The  total  discounted  after  tax  cost  in 

dollars  of  constructing  and  operating  the 
installation  for  the  period  of  the 
exempt  ion . 

Note;  Express  total  cost  amounts  in  real  (prices  in  effect 
at  the  time  the  petition  is  submitted)  uninflated 
dollars  discounted  to  present  value,  by  a  factor  of 

7:0%. 


*The  cost  to  use  an  alternate  fuel  will  be  deemed  to  be 
substantially  in  excess  of  the  cost  to  use  imported  petroleum 
where  the-  ratio  of  the  former  to  the  latter  is  greater  than 
1.5.  To  be  eligible  for  a  permanent  exemption,  the  ratio 
rust  06  greter  than  1.5  for  each  year's  delay.  A  permanent 
exemption  will  not  be  granted  if  the  ratios  do  not  always 
exceed  1.5;  you  will  only  be  eligible  for  a  temporary 
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5.1'  INSTRUCTIONS  AND  DEFINITIONS;  (General  only) 

The  cost  which  is  the  sum  of  capital  outlays,  O&M,  and 
fuel  costs  for  each  alternative  and  the  oil  fired 
installation  discounted  to  present,  is  calculated  by; 


(l-t){OM  +  FL  )  -  t  .  DPR 

COST  =  I  +  _ 1 _ 1 _ 3/ 

1 

(1  +  K) 


(1  -  t) (OM  +  FL  )  -  t  .  DPR 

+  _ 2 _ 2 _ 2 

2 

(1  +K) 


(1  -  t) (OM  +  FL  )  -  t  DPR 

+  .  .  .  +  _ N  N _ N 

N 

(1  +  K) 

-  S£ _ 

P 

(1  +  K) 


Where  I  =  Discounted  total  net  capital  outlay  in  dollars 
excluding  investment  tax  creditrs. 

Calculate  investment  (I)  for  the,  equation  above  using 
the  following  equation; 


I 


I 

I  +  _ 1_  + 

o  1 

(1+K) 


I 

_ 2  + 

2 

(1+K) 


I 

.  +  ■ _ N 

N 

(l  +  K) 


Where  I  =  Net  capital  outlay  in  dollars  up  to  the  time 
o  the  installation  goes  into  operation,  and 


I  ...I  =  Yearly  net  capital  outlays  from  first  year 

1  n  of  operation  through  the  life  of  the 
installation. 

OM  =  Annual  cost  in  dollars  of  operating  and  maintaining  an 
installateion. 
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5.2  INSTRUCTIONS  AND  DEFINITIONS;  (Special  Only) 

The  cost  which  is  the  sum  of  capital  outlays,  O&M,  and 
fuel  costs  for  each  alterna^tive  and  the  oil  fired 
installation  discounted  to  present  value,  is  calculated 
by: 

COST  *  I  +  (l-t)(OM  +  FL  )  -  t  .  DPR 


(l  +  K) 


(1-t) (OM 


FL  )  -  t 
2 

-2 

(l  +  K) 


(l-t)(OM  •+  FL  )  -  t  .  DPR 


+  .  .  .  + 


(l+K) 


(l  +  K) 


WHERE:  I  =  Discounted  total  next  capital  outlay  in  dollars 

excluding  investment  tax  credit  to  use  oil  or 
natural  gas  as  a  primary  energy  source  during  the 
period  of  the  proposed  exemption,  in  a  dual  fired 
installation.  The  investment  In  the  basic 
installation  (that  which  would  be  required  if  oi:. 
or  natural  gas  was  not  used)  itself  is  not  included 
in  this  comparison  as  it  is  irrelevant.  (ERA  wiil 
not  consider  investment  tax  credits  for  oil  and  gas 
fired  installations.) 

Calculate  Investment  (I),  for  the  equation  above  using  the 
following  equation: 


I  =  I  + 


+  .  .  . 


(l  +  K) 


(l  +  K) 


(l  +  K) 


Where : 


Net  capital  outlay  in  dollars  up  to  the  time  the 
installation  goes  into  operation  to  use  oil  or 
natural  gas  as  a  primary  energy  source  during  the 
period  of  the  proposed  exemption,  in  a  dual  fired 
installation,  and 
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I  I  ...I  =  Yearly  net  capital  outlay  from  first  year  of 

1  p  operation  up  to  the  change  to  alternate  fuel  to 
oil  or  natural  gas  as  a  primary  energy  source 
during  the  period  of  the  proposed  exemption, 
in  a  dual  fired  installation. 

All  other  terms  used  in  the  Special  Cost  Test  are  the  same  as 
those  used  in  the  General  Cost  Test  (e.g.  OM,  FL,  p  .  .  .  .  etc). 
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FL  =  Annual  delivered  fuel  expenditures  in  dollars. 

S  =  Salvage  value  of  equipment  rendered  useless  by  chang- 

?  ing  the  fuel  from  oil  or  natural  gas  to  alternate  fuel 

in  year  p,  if  the  fuel  is  changed, 

K  =  The  real  cost  of  capital  expressed  as  a  fraction. 

N  =  The  useful  life  of  the  installation, 

p  =  Year  fuel  is  changed  from  oil  or  natural  gas  to 

alternate  fuel. 

t  =  Federal  income  tax  rate. 

DPR  =  Annual  depreciation  using  the  method  which  depreciates 
the  asset  as  quickly  as  allowed  by  law.  You  cannot  use 
accelerated  depreciation  for  oil  and  gas  fired  boilers. 


The  cost  is  computed  with  successive,- start  ing  dates  for 
alternate  fuel  use  for  the  first  10*  years  of  operation, 
tal  investment,  operating  and  maintenance  and  fuel 
nditures**^  should  reflect  postponed  use  of  alternate 
( e .g installation  of  scrubber  when  used. 


t 
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6.1  INSTRUCTIONS  AND  DEFINITIONS.  Capital  Equipment  Section. 

a.  Cost  Item  Categories  r  Check  appropriate  case  (Base 
or  Alternate  Fuel  and  case  number)  and  general  cost 
cost  test  or  special'*  cost  test,  (Section  6.1  must  be 

*  completed  for  base  and  each  alternate  fuel  case.)  For 
each  cost  item  category  enter  data  request  in  columns 
to  the  right.  (Item  A.  l('through  F.) 

b.  Net  capital  outlays  -  Total  capital  outlay  minus 
investment  tax  credit.  Enter  amount  in  thousand 
of  dollars  expressed  in  real  (uninflated)  terms 
using  the  prices  in  effect  at  the  time  the  petition 
is  submitted.  Enter  calendar  year  outlays  are  made. 

c.  Investment  tax  credit  -  Enter  the  amount  in  thousand 
of  collars  expressed  in  real  (uninflated)  terms 
ufing  the  prices  in  effect.. at  the  time  the  petition 
is  submitted. 

d.  Tax  Life  -  Enter  the  IRS  tax  life  of  the  equipment. 

e.  Depreciation  method  -  Enter  method  number  from 
section  6.2. 

f.  Salvage  Value  -  Enter  the  estimated  salvage  value 

expressed  in  thousands  of  dollars  in  real  (uninflated) 
terms,  using  the  prices  j.n  effect  at  the  time  the 
petition  is  submitted,  and  the  calendar  year  the 
salvage  value  is  recognized.  i 

g.  Fuels  Decision  Report  -  enter  page  and  chapter  of 
your  FDR  where  cost  item  categories  are  discussed 
and  amounts  estimated. 

Note:  This  section  is  for  the  Base  case  and  Alternate 

Fuel  Cases  which  begin  operation  in  year  zero  or 
require  no  changes  in  capital  outlay  timing.  In 
those  cases  where  Alternate  Fuel  Use  is  delayed  year 
by  year  and  require  changes  in  capital  timing 
complete  section  6.3  and  Section  6.4,  as  necessary. 
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*  rhQck  Type  Cost  Test 

6.3  CAPITAL  OUTLAYS,  NEW  INSTALLATIONS  Q  General  Special 

Changes  in  Ticing  of  Net  Capital  Outlays  Due  to  Delayed  Use  of  Alternate  Fuel 

CHANGE  IN  YEARS  OUTLAYS  ARE  MADE _ _ _ _ _ 


Enter  under  columns  below  the  number  of  the  year  (from  the  proposed 
Installation's  operational' date)  that  outlays  will  be  made.  Example: 

If  the  delaying  of  burning  of  an  alternate  fuel  for  four  years  causes 
a  reauired  net  capital  outlay  to  be  made  in  year  two  then  the  number  2 

hp  iinHpr  h  Ptr.  — 

SUCCESSING  YEARS  DELAYS  IN  STARTING  TO  USE  AN  ALTERNATE  FUEL _ 


Cost  Item 

ALT  • 
FUEL 
CASE 
NO. 

Categories 

(Enter 

Item  N'o. 

From 

Section  6.1 
which 

changes  and 
vear  no.  in 

ip  to  rt 
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NOTICES 


*  6.3  INSTRUCTIONS  AND  DEFINITIONS.  Changes  in  Capital  Outlays 

a.  Alternate  Fuel  Cost  Case  Number.  Enter  all  case  from 
section  3.0  which  have  changes  in  the  capital  timing 
of  cost  item  categories  listed  on  6,1, 

b.  Cost  Item  Categories,  List  all  items  as  defined  in 

а.  above  (enter  only  item  number  and  letter). 

c.  Changes  in  year  outlays  are  made.  Enter  under  each 
successive  year  of  delay  in  starting  to  use  an 
Alternate  Fuel  column  the  calendar  year  in  which 
the  capital  outlay  would  be  incurred  for  that 
delay.  (The  changes  from  that  reported  in  section 

б. 1  is  due  to  the  delay  in  use  of  alternate  fuel.) 
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6.^ 


CAPITAL  SALVAGE,  NEW  INSTALLATIONS 


Check  Type  Cost  Test 
□  General  Q  Speelarl 


Changes  in  Years  Equipment  Would  be  Salvaged  Due  to  delayed  use  of  alternate  fuel 


ALT. 

R’EL 


Cost  item 
categories 
(enter  item 
no . f  rom 
section  6.1 
which  changes] 
and  year  no. 
in  column  to 
right) 


(Enter  under  columns  below  the  year  number (from  the  proposed  installa¬ 
tion's  operational  date)  that  equipment  would  be  salvaged.  Example: 
pf  the  burning  of  an  alternate  fuel  delayed  four  years  causes  equipment 
Ito  be  salvaged  in  year  two  then  the  number  2  would  be  entered  under 
Lsil  limn  -L  .  .  _  -  - — 


CHANGE  IN  YEARS  EQUIPMENT  IS  SALVAGED 


SUCCESSING  YEARS  DELAYS  IN  STARTING  TO  USE  AN  ALTERNATE  FUEL 


ML 
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6.4  INSTRUCTIONS  AND  DEFINITIONS  -  Changes  in  years 

eouipment  would  be  salvaged. 

a.  Alternate  Fuel  Cost  Case  Number.  Enter  all  cases 
from  Section  3.0  which  have  changes,  relative  to 
in  section  6.1,  in  their  salvage  schedule. 

b.  Cost  Item  Categories.  List  all  items  which  have 
changes  in  their  salvage  schedules  (enter  only  item 
number  and  letter.) 

c.  Successive  years  of  delay  in  starting  to  use  an 
Alternate  Fuel.  Enter  the  calendar  year  in  which 
equipment  would  be  salvaged.  (The  change  from 
that  reported  in  Section  6.1,  being  caused  by  the 
uses  of  Alternate  Fuel.) 


ERA- 31 8  Pgtge  18 


FB>ERAL  REGISTER.  VOL  44,  NO.  30— MONDAY,  FEBRUARY  12,  1979 


n  o 


V-,  •'  .L 


Icheck  Type 

Cost  Te 

St 

□ 

m 

7.1  .OPERATION  AND  MAINTENANCE  OUTLAYS, 

NEW  INSTALLATIONS _ _ _ 


Changes  in  Annual  Operation  and  Maintenance  Expenditures  _ 


For  use  only  if  O&M  expenditures  are  not  constant  with  the  amounts 
Year(s)  | indicated  in  Sec. 7.0.  Enter  only  periods  and  annual  amounts  which  differ 
from  those  reported  in  the  above  mentioned  Section  ear  (from, to)  efer  to 
the  beeinnine  and  ending  calendar  vear  for  the  period  amounts  change. _ 


Use  of 
Alter- 


ANNUAL  O&M  EXPENDITURES  AND  PEFIODS  OF  YEARS  INCURRED 


To 


From 

Year 

To 

Year 

Annual 

O&M 

From 

Year 

To 

Year 

Annual 

O&M  1 

(c) 

(c) 

$(000)(d) 

(c) 

(c) 

$(000) (d) 
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7.0  INSTRUCTIONS 

This  section  is  structured  on  the  assumption  that 
O^M  expenditures  will  remain  constant.  If  they 
do  not  remain  constant,  complete  section  7.1  for 
the  periods  of  change.  All  expenditures  should 
be  expressed  in  thousands  of  dollars  in  real 
(uninflated)  terms  using  the  prices  in  effect  at 
the  time  the  petition  is  submitted. 

(a)  Annual  O&M  expenditures  while  burning 
petroleum  and  natural  gas.  Enter  annual 
O&M  expenditures  (less  fuel  cost)  for  each 
case  while  burning  petroleum  or  natural  gas. 

(b)  Annual  O&M  ependiture.;  while  burning  alternate 
fuel.  Enter  annual  O&M  expenditures  (less 
fuel  cost)  for  each  alternate  fuel  case  while 
burning  the  alternate  fuel. 


7.1  INSTRUCTIONS  AND  DEFINITIONS  -  Changes  in  annual 

operation  and  maintenance  expenditures. 

(a)  Cost  Case.  Enter  cases  from  section  3.0  which 
have  changes,  in  amounts  of  O&M  from  the  amounts 
listed  in  Section  7.0 

(b)  Year  delay  of  use  of  alternate  fuel.  Enter 
calendar  year  in  which  alternate  fuel  is  first 
used. 

(c)  From  year  to  year.  Enter  the  calendar  year  when 
the  change  of  OSM  begins  and  ends. 

(d)  Annual  O&M.  Enter  the  amount  in  thousands  of 
dollars  in  real  (uninflated)  terms  using  the 
price  in  effect  at  the  time  the  petition  is 
submitted . 

Note:  For  each  line  there  is  space  for  three  periods 

of  O&M  expenditures.  If  there  are  more  than 
three  changes,  repeat  (a)  through  (d)  as 
necessary . 
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8.0  INSTRUCTIONS 


This  section  is  structured  on  the  assumption  that 
fuel  expenditures  will  remain  constant.  If  they 
do  not  remain  constant,  complete  section  8.1  for 
the  periods  of  change.  All  expenditures  should 
be  expressed  in  thousands  of  dollars  in  real 
(uninflated)  terms  using  the  prices  in  effect  at 
the  time  the  petition  is  submitted. 

(a)  Annual  fuel  expenditures  while  burning 
petroleum  and  natural  gas.  Enter  annual 
fuel  expenditures  for  each  case  while 
burning  oil  or  natural  gesi 

(b)  Annual  fuel  expenditures  while  burning  alternate 
fuel.  Enter  annual  fuel  expenditures  for  each 
alternate  fuel  case  while  burning  the  alternate 
fuel . 


( c )  Oi..  or  Natural  Gas  Data; 

(T)iis  data  is  to  be  submitted  for 
e.ich  change  of  price  or  Btu 
content ) 


Fuels  Decision  Report 


Page 


Chapter 


Pr  _ce 

imported  c 

rude 

oil 

$ 

per 

BBL 

( Fede 

r  al 

Registe 

r  re 

ference _ 

) 

Pr  i  ce 

of 

coraposi 

te  c 

rude 

oil 

$ 

per 

BBL 

( Fede 

ral 

Registe 

r  re 

ference _ 

Price 

of 

your  fu 

el* 

$ _ 

_ per 

BBL 

(Fuel 

s  Decision 

Repo 

rt 

r 

efer 

ence 

BTU's  per  Barrel  of  oil 


*If  you  use  natural  gas,  this  item 
will  be  the  price  of  No.  2  distillate 
fuel  oil 


(d)  Alternate  Fuel  Data:  Name  of  Fuel 

(1)  Price  of  delivered  Alternate 
Fuel  $ _ per  unit 
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NOTICES 


ERA 


U.S.  DEPARTMENT  OT  ENERGY 

Washington,  D.C.  20461 


Fonr  Approved 
0MB  No.  _ 


SCHEDULE  (C) 

NO  ALTERNATIVE  POWER  SUPPLY 


If  you  are  petitioning  for  a  permanent  exemption  for 
a  new  powerplant  because  there  is  no  alternative  power 
your  filing  requirements  include  the  General  Exemption 
Form  for  Powerplants ,  a  Fuels  Decision  Report,  this  schedule 
(unless  you  are  petitioning  for  a  Peakload  and  Cogeneration 
Exemption)  Schedule  A  (General  and  Special  Cost,  Test  for 
New  Powerplants)  and  the  appropriate  exemption  forms. 

A  separate  No  Alternative  Power  Supply  Schedule  (C)  must 
be  submitted  for  each  unit  for  which  you  are  seeking  an  | 

exemption. 


1.0  Identification  Information 


What  is  the  name  of  the  facility,  operating  company  and  the  person 
responsible  for  this  form? 


1.1  Facility  Data  (site): 
a .  Name : 


b.  Unit  Identification: 


1*3  Name 

of  person  responsible  for  this 

(a) 

Name: 

(b) 

Title : 

(c) 

Telephone  Number: 

1.2  Operating  Company  Iden¬ 
tification  : 

(a)  Name: _ ' 


2.0  Certification 


I  certify  that  the  information  contained  herein  and  appended  hereto 
is  true  and  accurate  to  the  best  of  my  knowledge. 


Name 


Name 


Title 


Title 


,  Signature 


Signature 


Date 


Date 


Title  18,  use  1001,  makes  it  a  crime  for  any  person  knowingly  and 
willingly  to  make  to  any  Agency  or  Department  of  the  United  States 
any  false,  fictitious  or  fraudulent  statements  as  to  any  matter  within 
its  jurisdiction. 
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GENERAL  INFORMATION  ON  PARAMETERS 

The  parameter  values  must  be  used  when  calculating  the  total  cost 
and  ratio  cost  data  found  on  this  form.  These  values  are  the  same  as 
those  used  in  the  General  Cost  calculations. 


(1)  The  delivered  price  of  oil  or  natural  gas  must  reflect  the  price 
of  imported  oil  in  the  following  way: 

PICO 

PFE  =  X  PF  where 

PICO  =  Price  of  imported  crude  oil.  The  most  recent  refiner  ac¬ 
quisition  cost  of  imported  crude'  oil  as  reported  in  the 
Federal  Register  monthly  notice  for  the  DOE  Domestic 
Crude  Oil  Allocation  (Entitlements)  Program. 

PCCO  =  Price  of  composite  crude  oil.  The  most  recent  weighted 
average  cost  of  total  reported  crude  oil  receipts  as  re¬ 
ported  in  the  Federal  Register  notice  for  the  DOE 
Entitlements  Programs. 

PF  =  Price  of  your  fuel.  The  roost  recent  actual  weighted  average 
cost  of  your  fuel  oil  (other  than  natural  gas) . 
Alternatively,  if  no  purchases  of  fuel  oil  occurred,  or 
you  used  natural  gas  during  that  month,  you  should  use  a 
simple  average  of  the  industrial  price  of  fuel  oil 
(capable  of  being  burned  in  your  facility)  sold  in  your 
area  by  at  least  three  suppliers.  For  proposed  natural 
gas  users,  you  should  use  the  price  of  No.  2  distillate 
fuel  oil  in  this  calculation. 

PFE  =  Price  of  fuel  for  equation.  The  cost  of  oil  for  use  in 
"Equation  #1"  in  the  regulations. 

(2)  All  other  estimated  expenditures  are  expressed  in  real  (uninflated) 
dollars  using  the  prices  in  effect  at  the  time  the  petition  is 
submitted. 

(3)  The  annual  capacity  factor  is  70  percent  of  design  capacity. 

(4)  The  useful  life  of  a  coal,  nuclear,  oil  or  natural  gas  fired 
powerplant  is  35  years.  The  useful  life  of  other  alternate  fuels 
powerplants  shall  be  presumed  to  be  35  years.  You  may  rebut  the 
presumption  with  suitable  engineering  evidence. 

(5)  The  cost  comparisons  shall  be  made  over  a  35  year  period — the 
the  useful  life  of  the  oil  or  natural  gas  fired  powerplant. 

(6)  The  cost  of  capital  (discount  rate)'  used  in  all  present  or  future 
value  computations  shall  be  3.5%. 
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3.0  Supporting  Documentation 


In  support  of  your  Petition  for  this  exemption  you  are  required  to 
•address  specific  issues  in  you  Fuels  Decision  Report  (FDR).  Complete  tjje 
following  questions  to  provide  ERA  with  a  summary  of  your  responses  and/or 
to  indicate  the  page  and  chapter  number  in  the  FDR  where  the  issues  are 
discussed.  Where  requested,  please  use  the  alternate  site-fuel  com¬ 
bination  cost  case  numbers  you  designated  in  part  2.1  of  Schedule  A 
(General  and  Special  Cost  Test  for  New  Powerplants) . 


As  part  of  your  Fuels  Decision  Report,  wher'e 
have  you  provided: 


3.1  A  detailed  description  of  your  methodology 
to  compute  the  annual  cost  of  purchased 
electricity  in  the  situation  where  you 
are  only  purchasing  power. 


3.2  A  description  of  your  efforts  to  purchase 
electricity  in  the  situation  where  you 
would  only  purchase  power.  Include 
letters  of  intent  if  any? 


3.3  Where  relevant,  the  FERC  Tarrif  Identi¬ 
fications  which  are  intended  as  bases  for 
the  purchased  power  contracts  under  negot¬ 
iation,  including  those  service  schedules 
and/or  exhibits  which  would  apply  to  these 
contracts  in  the  situation  where  you  would 
only  purchase  power? 


3.4  A  detailed  description  of  your  methodology 
to  compute  the  annual  cost  of  purchased 
electricity  in  the  situation  where  you 
would  purchase  power  and  build  an  alternate 
power . 


3.5  A  description  of  your  efforts  to  purchase 

electricity  in  the  situation  where  ycu  would 
purchase  power  and  build  an  alternate  plant. 
Include  letters  of  intent,  if  any?  _ 

3-6  Where  relevant,  the  FERC  Tariff  Identifi- 
cations  which  are  intended  as  bases  for  the 
purchased  power  contracts  under  negotiation, 
including  those  service  schedules  and/or 
exhibits  which  would  apply  to  these  contracts 
in  the  situation  where  you  would  purchase 
power  and  build  ein  alternate  plant? 


3.7  A  detailed  description  of  why  you  cannot 
meet  load  requirements  with  existing  faci 
lities  by  improving  the  performance  of 
existing  facilities,  employing  system  con 
*  servation,  assisting  end  use  customers  to 
conserve  electricity  including  installing 
insulation  and  implementing  load  tech¬ 
niques? 
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As  part  of  your  Fuels  Decision  Report,  where 
have  you  provided: 


FDR 


Page 


13.6  A  detailed  description  of  each  of  the  method 
you  considered  as  required  by  subsection 
503.7(a)  (4)  of  the  Regulations,  together 

with  an  estimate  of  the  cost  of  implementing 
each  of  the  methods?  1 


s 


3.9  An  estimate  of  the  kilowatt  hour  savings  or 
additional  kilowatt  hour  potential,  as 
applicable,  for  each  of  the  methods  you 
considered  as  required  by  subsection 
503.7(a)  (4)  of  the  Regulations? 


'  Chapter 


I 

I 


I 

I 


4.0  Proposed  Plant  Cost  Information 


4.1  Are  you  assuming  a  useful  life  for  the  powerplant  other  than  35  years? 


(a) 

(b) 


Yes 

No 


How  many  years? 


FUELS  DECISION  REPORT 
Page  _ Chapter  _ 


4.2  Referring  to  Schedule  A,  what  is  the  total  cost  (present-valved) 

of  producing  electricity  with  the  propose.!  plant  over  its  useful  life? 


$ 


5.0  If  you  were  to  purchase  power  in  lieu  of  using  the  proposed  plant's 

generated  power,  what  would  be  its  total  cost  (present-valued)  over  the 
useful  life  of  the  proposed  plant,  as  conput ed,  with  Equation  A  below? 

$  _ _ 


Instructions  and  Definitions:  (Continued  on  page  5) 

These  instructioTS  supplement  the  instructions  in  Schedule  A 

The  cost  of  purchasing  power,  discounted  to  the  present,  is  computed 
with  equation  A; 

N  PU 


BQ.  A 


Cost  = 


1 


(1+K) 


where : 


(1)  i  °  0  time  before  the  proposed  plant  becomes  operational 

(2)  1=1,.  .  , ,U  years  of  operation  of  the  proposed  plant 

(3)  Pu^  «  the  cost  of  purchasing  the  sane  power,  on  the  same,  schedule 

as  would  be  met  by  the  proposed  plant,  in  the  i^  year  fol¬ 


lowing  the  year  the  exemption  would  become  effective.  The 


estimates  for  the  first  few  years  should  reflect  contrac- 

tural  arrangements  potentially  available  to  you.  The  re- 
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5.0  Continued 

maining  years  should  be  forecasted  on  the  basis  of  conditions 

expected  to  prevail  in  your  electrical  region.  The  basis  of 

‘  the  estiir.atec  costs  for  all  years  should  be  docuir^ented  in 

your  FDR. 

6.0  Referring  to  Schedule  A,  what  is  the  least  total  cost  (present¬ 

valued)  of  producing  electricity  with  an  alternate  plant  over  the 
useful  life  of  the  proposed  plant? 

(a) 

Cost  Case  Nurber 

(b) 

Amount 

$ 

Use  tbis  space  for  oorputations : 

- 
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What  is  the  total  discounted  cost  of  purchasing 

power  and  building  and  operating  an  alternate  fuel  capable  plant 
delaying  the  operational  date  of  this  plant  year  at  a  tiine? 

”  Use  Equation  B  given  belpw  to  compute  this  cost.  If  an  additional 
alternate  site-fuel  combination  is  considered  please  provide  a 
description  in  section  9.0. 


Alternate  Site 
Fuel  Corbination 
Cost  Case  Number’ 


Total  Cost  ($  000 's) 


Last  Year  Purchased  Power  is  Used  (Q_  in  Equation  B) 


This  case  number  should  be  the  same  as  that  used  in  Part  2.1  of 
Schedule  7-.. 

Instructions  and  Definitions;  (Continued  on  page  7) 

The  total  present-valued  cost  of  purchasing  power  and  building  and 
operating  an  alternate  fuel  capable  powerplant  is  computed  with 
Equation  B. 


ERA-319 


FEDERAL  REGISTER,  VOL  44,  NO.  30— MONDAY,  FEBRUARY  12,  1979 


1322 


ERA-319  Page 


FiOERAL  REGISTEt,  VOL  44,  NO.  30— MONDAY,  FBRUARY  12,  IR79 


RDMAL  tfGISTEt,  VOL  44,  NO.  30— MONDAY,  FEUUAAY  12,  1979 


FEOEIAL  REGISTER,  VOL  44,  NO.  30— MONDAY,  FEBRUARY  12,  1979 


NOTICES 


ERA- 


9.3 


Where  in  your  Fuels  Decision  Report  have 
you  provided  a  detailed  accounting  of  all 
major  construction  and  equipment,  including 
all  critical  assumptions  and  sufficient  data 
to  support  your  estimates? 


Plant  Case  No._ 
Page  Oiapter 


I 


9.4  Provide  tfie  Cost  of  Purchased  Equipient 


ESTIMATED  COST 


(1)  Boilers 

(2)  Waste  Keat  Boilers 

(3)  Combustion  Turbines  . 

(4)  Steam  Turbines 

(5)  Internal  Comoustion  Engines  (Except 
combustion  turbines) 

(6)  Turbine  Generators 

(7)  Flue  Gas  Desulfurization  (FGD)  Syster. 

(a)  Scrubber  modules  and  ductwork 

(b)  FGD  System  make  up  water  pumps 
and  motors 

(c)  Reheaters  and  booster  fans  and 
motors 

(d)  Sludge  thickening  and  pumping 
equipment 

(e)  Stack  lining 

(f)  Electrical  ' 

(g)  Lime  unloading  equipment 
_  (8)  Electrostatic  Precipitators 

(a)  Precipitator 

(b)  Ductwork 

(c)  Power  supply 
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ESTIMATED  COST 


Continued 

(9)  Fabric  Filters 

(a)  Bagnouse 

(b)  Ductwork 

(c)  Fans  and  motors 

(10)  Steam.  Condensers 

(11)  Condensate  Pumps 

(12)  Feed  Water  Treatment  &  Storage  Ecjuip 

(13)  Mechanical  Draft  Cooling  To<?ers 

(a)  Tower 

(b)  Cooling  Tower  circulating  pumps 

(14)  Wastewater  Treatment 

(a)  Bottom  Ash  Sludge  System 

(b)  Coal  pile  runoff  collection  system 

(c)  Recycle  water  pumping 

(d)  Sludge  lagoon 

(e)  Electrical 

(15)  Fuel  Oil  Storage  Tanks  and  Pumps 

(Ifi)  Land  Costs 

(17) Fly  Ash  Disposal  System 

(1£ ) Stack 


(19) Coal  Handling  System 

(a)  Rail  System 

(b)  Barge  System 

(c)  Car  and  Barge  Unloading  System 

(d)  Conveyors 

(e)  Silos  or  Bunkers 

(f)  Pulverizers 
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9.4.  Continued 


(19)  Continued 
(g)  Sto)cers 


General  Structural  and  Civil  Costs 

(1)  Site  Work 

(2)  Coal  Supply  Syster. 

(3)  Flue  Gas  Desulfurization  System 

(4)  Site  Utilities  | 

(5)  Buildings  and  Enclosures 

(6)  Precipitator  and  Bag  House  Installation 

(7)  Ductwork  and  Stack 
(6)  Kechanical  Piping 

(9)  Consenor  Cooling  System 

(10)  Bottom  Ash  Disposal  System 

(11)  Fly  Ash  Disposal  System 

(12)  Electrical  Work 

(13)  Equipment  Foundations 


Provide  the  Indirect  Ocsts 


9.4.2  Provide  the  Ehgineering  Ccsts 


Provide  interest  during  construction 


9.4.5  Wiere  to  your  FViels  Decision  Report  have  you  provided 
a  detailed  accounting  of  all  delivered  fuel  expendr 
itures ,  including  critical  assvnptiors  and  sufficient  Page 
^ta  to  support  your  estimates?  / 


Chapter 


9.4(6  Vhere  to  your  FViels  Decision  Report  have  you  provided 
a  discussion  on  the  powerplant  design  capacity  and  the 
heat  input  rate  for  each  fuel  considered?  Page 


Chapter 
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SCHEDULE  (C) 

NO  ALTERNATIVE  POWER  SUPPLY  -  PERMANENT  EXEMPTION 

( POWERPLANTS ) 


Instructions 


I.  Authority/Purpose 

This  schedule  is  required  pursuant  to  the  provisions  of 
Title  10  of  the  Code  of  Federal  Regulations,  Part  503.7, 

Public  Law  95-620,  Powerplant  and  Industrial  Fuel  Use 
Act  of  1978  (FUA),  to  be  filed  with  the  Economic  Regulatory 
Administration  for  powerplants  seeking  a  permanent  exemption 
from  the  prohibitions  of  the  Fuel  Use  Act.  If  you  represent 
a  powerplant  seeking  a  permanent  exemption  for  lack  of 
alternate  fuel  supply,  site  limitations,  environmental 
requirements,  inability  to  obtain  adequate  capital.  State 
or  local  requirements,  fuel  mixtures,  emergency  purposes, 
reliability  of  service  or  intermediate  load,  you  must 
file  the  General  Powerplant  Form,  the  appropriate  permanent 
exemption  form,  a  Fuels  Decision  Report,  this  Schedule 
and  any  pertinent  fees.  The  information  provided  in  Schedule 
(C)  will  be  used  by  ERA  to  perform  an  evaluation  of  powerplants 
seeking  any  of  the  permanent  exemptions  above.  A  separate 
Schedule  (C)  must  be  submitted  for  each  unit  for  which 
you  are  seeking  an  exemption. 


II.  Where  to  submit  Schedule  (C). 

Submit  Form  ERA  -  319  in  triplicate  (3)  to: 

Department  of  Energy 
Economic  Regulatory  Administration 
2000  M  Street,  N.  W.  Room 
Washington,  D.  C.  20461 
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111.  Schedule 
Section  l.U 
1.1 


1.2 


(C)  Form 

IDENTIFICATION  DATA 
Facility  Location  Data  (si^e): 

This  information  pertains  to  the  site  where  your 
facility  is  located. 

(a)  Enter  the  name  by  which  the  facility  site 
is  identified. 

(b)  Enter  the  specific  identification  of  the 
unit.  For  example,  boiler  #234. 


Operating  Company  Identification: 

This  information  relates  to  the  company  which 
has  the  actual  responsibility  for  the  operation 
of  the  facility.  Included  under  the  meaning  of 
company,  is  any  individual  corporation,  company, 
partnership,  association,  firm,  institution, 
society,  trust,  joint  venture,  stock  company, 
or  County,  State  or  Federal  entity. 

Enter  the  complete  name  of  the  company. 


Contact  Person  Identification: 

This  information  should  relate  to  an  individual  who 
should  be  contacted  if  there  are  questions  regard¬ 
ing  the  information  contained  in  this  Schedule. 

(a)  Enter  the  name  of  the  individual. 

(b)  Enter  the  title  by  which  the  individual 
is  identified  in  the  company. 

(c)  Enter  the  area  code  and  the  telephone 
number  at  which  the  individual  can  be 
reached  during  normal  working  hours. 
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2.0  CERTIFICATION 

1)  If  you  file  a  Schedule  (C)  on  behalf  of 

a  corporation,  the  Chief  Executive  Officer 
and  the  Chairman  of  the  Board  of  the  corpor¬ 
ation  shall  attest  in  writing  to  the  accuracy 
of  all  information  contained  in  or  appended 
to  the  Schedule.  « 

2)  If  you  are  filing  a  Schedule  (C)  on'behalf 
of  a  wholly-owned  subsidiary,  then  the 
requirements  of  Paragraph  (1)  shall  apply 
to  the  subsidiary,  and  to  the  parent 
corporation  as  well.  (Four  signatures  may 
be  required . ) 

3)  If  you  are  filing  on  behalf  of  an  entity 
other  than  a  corporation,  the  Chief  Mana¬ 
gerial  Officer  shall  attest  in  writing  to 
the  accuracy  of  all  information  contained  in 
or  appended  to  your  schedule  (C). 


3 . 0  SUPPORTING  DOCUMENTATION 

In  support  of  your  petition  for  this  exemption 
you  are  required  to  address  specific  issues 
in  your  Fuels  Decision  Report  (FDR).  Complete 
the  following  questions  to  provide  ERA  with  a 
summary  of  your  responses  and/or  to  indicate 
the  page  and  chapter  number  in  the  FDR  where 
the  issues  are  discussed.  Where  requested, 
please  use  the  alternate  site-fuel  combination 
cost  case  numbers  you  designated  in  part  2.1 
of  Schedule  A  (General  and  Special  Cost  Test 
for  New  Powerplants ) . 

As  part  of  your  Fuels  Decision  Report,  give 
the  page-and  chapter  where  you  have  provided: 

3.1  A  detailed  description  of  your  methodology  to 

compute  the  annual  cost  of  purchas^ed  electricity 
in  the  situation  where  you  are  only  purchasing 
power . 
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Refer  to  Cost  Schedule  (A)  to  determine  the 
cost  of  producing  electricity  over  the  useful 
life  of  the  proposed  plant.  Compute  the  total 
discounted  cost  of  producing  electricity  for 
the  life  of  the  proposed  plant  using  petroleum 
or  natural  gas  for  a  35  year  period.  See  Section 
503.5  of  the  Regulations. 


3.2 


3.3 


A  detailed  description  of  your  efforts  to  pur¬ 
chase  electricity,  including  letters  of  intent. 
Provide  evidence  that  you  sought  the  full  range 
of  alternative  power  supplies  available,  including 
a  description  of  the  approach  and  methodology 
you  used  to  search  for  and  evaluate  all  possible 
electrical  power  which  is  accessible  or  obtain¬ 
able  within  a  reasonable  distance  of  your  pro¬ 
posed  plant.  Any  letters  of  intent  you  provide, 
should  clearly  demonstrate  your  request  to  pur¬ 
chase  power  and  show  where  you  made  a  bona  fide 
effort  to  solicit  the  services  of  firms  engaged 
in  the  commercial  sale  of  electrical  power. 


Where  relevant,  the  FERC  Tariff  Identifications 
which  are  intended  as  basis  for  the  purchase 
power  contracts  under  negotiation,  including 
those  service  schedules  and/or  exhibits  which 
would  apply  to  these  contracts. 


Indicate  where  relevant  FERC  Tariff  Identifica¬ 
tions  are  intended  as  a  basis  for  the  contracts 
under  negotiation.  If  your  purchasing  agreemert 
under  negotiation  is  contingent  upon  the  FERC 
granting  a  rate  increase  for  the  interstate 
sale  of  electricity,  fully  detail  this  in  your 
Fuels  Decision  Report.  If  service  schedules 
and/or  exhibits  applied. to  the  contracts  under 
negotiation  are  provided,  give  the  page  and 
chapter  in  your  Fuels  Decision  Report  where 
this  is  addressed. 


A  detailed  description  of  your  methodology 
to  compute  the  annual  cost  of  purchased 
electricity  in  the  situation  where  you  wou 
purchase  power  and  build  an  alternate  plan 
Give  the  total  estimated  cost  for  purchasi 


Id 

t. 

ng 
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power  within  the  10  years  from  the  date  you 
submit  your  petition  to  the  date  the  alternate 
plant  would  become  fully  operational.  Your 
methodology  for  computing  purchase  power  cost 
should  include  supporting  documentation  where 
available.  Such  evidence  would  be  any  con¬ 
tract  under  negotiation  or  recently  quoted 
KWH  price  in  your  electric  region. 

A  description  of  your  efforts  to  purchase 
electricity  for  the  situation  where  you  would 
purchase  power  and  build  an  alternate  plant. 
Include  any  letters  of  intent.  Provide  evidence 
that  you  sought  the  full  range  of  alternative 
power  supplies  available,  including  a  descrip¬ 
tion  of  the  approach  and  methodology  you  used 
to  search  for  and  evaluate  all  possible  elec¬ 
trical  power  which  is  accessible  or  obtainable 
within  a  reasonable  distance  of  your  proposed 
plant.  Any  letters  of  intent  you  provide 
should  clearly  demonstrate  your  request  to  . 
purchase  power  and  show  where  you  made  a  bona 
fide  effort  to  solicit  the  services  of  firms 
engaged  in  the  commercial  sale  of  electrical 
power . 

Where  relevant,  the  FERC  Tariff  Identifications 
which  are  intended  as  basis  for  the  purchased 
power  contracts  under  negotiation,  including 
those  service  schedules  and/or  exhibits  which 
would  apply  to  these  contracts  in  the  situation 
where  you  would  purchase  power  and  build  an 
alternate  plant. 

Indicate  where  relevant.  FERC  Tariff  Identifica¬ 
tions  are  intended  as  a  basis  for  the  contracts 
under  negotiation.  If  your  purchasing  agree¬ 
ment  under  negotiation  is  contingent  upon  the 
FERC  granting  a  rate  increase  for  the  inter¬ 
state  sale  of  electricity,  fully  detail  this 
in  your  Fuels  Decision  Report.  If  service 
schedules  and/or  exhibits  applied  to  the  con¬ 
tracts  under  negotiation  are  provided,  give 
the  page  and  chapter  in  your  Fuels  Decision 
Report  where  this  is  addressed. 
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3.7  A  detailed  description  of  why  you  cannot  meet 

load  requirements  with  existing  facilities  by 
improving  the  performance  of  existing  facili¬ 
ties,  employing  system  conservation,  assisting 
end  use  customers  to  conserve  electricity 
including  installing  insulation  and  implementing 
load  techniques. 

This  section  of  your  Fuels  Decision  Report 
should  identify,  describe  and  document  any 
conservation  measures  you  have  taken  or  intend 
to  take  to  minimize  the  use  of  oil  or  gas  if 
this  exemption  is  granted.  Outline  the  con¬ 
servation  goals  you  have  set  for  yourself,  for 
the  unit  under  consideration,  for  the  facility 
at  which  the  unit  is  or  will  be  located,  and 
for  your  company.  Conservation  measures  entail 
either  reduction  in  consumption  of  oil  and  gas 
or  increased  efficiency  in  the  utilization  of 
oil  and  gas.  Such  measures  can  range  from 
housekeeping  measures  to  replacement  of  ineffi¬ 
cient  units.  Such  measures  also  could  include 
the  use  of  mixtures  of  gas  or  oil  and  alternate 
fuels,  and  new  more  efficient  technologies. 

Your  description  of  the  measures  you  intend 
to  use  should  be  detailed  and  should  include 
comparative  consumption  figures,  identification 
of  conservation  equipment  or  techniques,  pro¬ 
posed  manner  of  use,  proposed  date  of  use, 
cost,  etc. 

3.8  A  detailed  description  of  each  of  the  methods 

you  considered  as  required  by  subsection 
503.7(a)  (4)  of  the  Regulations,  together  with 
an  estimate  of  the  cost  of  implementing  each 
of  the  methods. 

An  estimate  of  the  kilowatt  hour  savings  or 
adaitional  kilowatt  hour  potential,  as  applic¬ 
able,  for  each  of  the  methods  you  considered 
as  required  by  subsection  503.7(a)  (4)  of 
the  Regulations. 
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For  cost  calculations,  describe  your  approach 
and  methodology  for  analyzing  the  relative 
economic  benefits  and  costs  of  the  alternate 
fuels,  including  petroleum  and  natural  gas, 
you  considered,  and  your  findings.  Include 
all  costs  relating  to  the  alternate  sources 
of  electric  power  you  considered.  Detail  the 
economic  analyses  you  performed  to  determine 
whether  use  of  a  fuel  is  economically  feasible. 
Economic  considerations  include  capital  costs, 
the  ability  to  raise  capital,  operation  and 
maintenance  costs,  fuel  costs,  transportation 
costs,  and  environmental  costs. 

4.0  Proposed  Plant  Cost  Information. 

4.1  Are  you  assuming  a  useful  life  for  the  power- 
plant  other  than  35  years? 

Answer  yes  or  no.  If  you  answered  "no,"  you 
may  rebut  the  presumption  that  the  useful  life 
of  the  alternate  fuel-fired  plant  is  35  years 
by  providing  the  page  and  chapter  in  your  Fuels 
Decision  Report  where  you  provide  engineering 
evidence  that  specifically  identifies  the 
technical  or  operational  considerations  that 
prevent  you  from  attaining  a  35  year  useful  life. 

4.2  Referring  to  Schedule  A,  what  is  the  total  cost 
(present  -  valued)  of  producing  electricity 
with  the  proposed  plant  over  its  useful  life? 
Assuming  that  the  useful  life  of  the  proposed 
plant  is  35  years,  include  items  (1  thru  3) 
from  Evidence  Supporting  the  Comparative  Cost 
Test,  Schedule  (A),  to  determine  the  cost 

of  the  proposed  powerplant,  use  total  dis¬ 
counted  dollars  for  constructing  and  operating 
the  plant  for  the  period  of  the  exemption  or 
life  of  the  plant. 

5.0  If  you  were  to  purchase  power  in  lieu  of  the 

proposed  plant's  generated  power,  what  would 
be  its  total  cost  (present  -  valued)  over  the 
useful  life  of  the  proposed  plant,  as  computed 
with  Equation  A  below? 

$  _ 
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Give  the  total  cost.  Costs  must  be  expressed 
in  real  terms  discounted  to  present  value. 

The  cost  calculation  that  ERA  uses  for  this 
purpose  requires  that  real  uninflated  discount 
rates  be  used.  We  have  tentatively  set  dis¬ 
count  rates  for  new  powerplants  at  3.5  percent 
per  annum  (over  and  above  the  annual  rate  of 
inflation).  To  determine  the  cost  of  purchasing 
power  discounted  to  the  present,  use  cost  for¬ 
mula  provided  in  Equation  A. 

6.0  Referring  to  Schedule  A,  what  is  the  least  total 

cost  (present  -  valued)  of  producing  electricity 
with  an  alternate  plant  over  the  life  of  the 
proposed  plant?  Compute  the  cost  of  building 
and  operating  the  alternate  fuel-capable  plants 
you  propose  in  7.0  for  the  lifetime  of  the  plant. 
Compare  the  cost  of  using  the  alternate  fuels 
mixture  you  propose  in  7.0  to  the  cost  of  using 
imported  petroleum  for  the  proposed  plant  over 
the  life  of  the  plants. 

7.0  What  is  the  total  discounted  cost  of  purchasing 

power  and  building  and  operating  an  alternate 
fuel-capable  plant,  delaying  the  operational 
date  of  this  plant  one  year  at  a  time? 

Use  Equation  B  below  tc  compute  this  cost.  If 
an  additional  alternate  site-fuel  combination 
is  considered,  please  provide  a  description  in 
Section  9.0. 

Compute  the  total  discounted  cost  of  purchasing 
power  and  building  and  operating  an  alternate 
fuel-capable  plant  delaying  the  operational  date 
of  the  alternate  fuel-capable  plant  one  year  at 
a  time  with  Equation  B.  By  using  the  formula 
for  calculating  the  cost  of  building  an  alter¬ 
nate  fuel-fired  plant  in  Equation  B  (attached), 
you  must  compute  the  ratios  (R)  of  the' cost  of 
using  an  alternate  fue]  plant  at  the  beginning 
of  operation,  and  successively  at  the  end  of 
the  first  through  tenth  year  to  the  cost  of 
purchased  power  throughout  the  life  of  the 
powerplant . 
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8.0  Cost  Ratio  Information. 

8.1  What  is  the  ratio  of  purchased  power  cost  to 
proposed  plant  cost?  Here  you  must  compare 
the  discounted  total  cost  of  purchasing  power 
to  the  discounted  total  cost  of  building  and 
operating  the  proposed  plant  using  imported 
petroleum  for  the  useful  life  of  the  proposed 
plant. 

8.2  What  is  the  ratio  of  Alternate  Plant  Cost  to 
proposed  plant  cost? 

Give  the  ratio  of  the  alternate  plant  cost  to 
proposed  plant  cost.  Compare  the  total  dis¬ 
counted  cost  of  building  and  operating  the 
least  total  discounted  cost  alternate  fuel 
plant  to  the  total  discounted  cost  of  building 
'and  operating  the  proposed  oil-  or  gas-fired 
plant. 

8.3  What  is  the  ratio  of  total  discounted  pur¬ 
chased  power  cost  and  alternate  plant  cost 
to  the  total  discounted  proposed  plant  cost 
delaying  the  operational  date  of  the  alter¬ 
nate  fuel-capable  plant  one  year  at  a  time? 

Give  the  ratio  of  total  discounted  purchased 
power  cost  and  alternate  plant  cost  to  the 
total  discounted  cost  of  the  proposed  plant 
delaying  the  operational  date  of  the  proposed 
plant  one  year  at  a  time.  Enter  the  results 
in  Section  8.3. 

9.0  Alternate  Site-fuel  Combination  Information. 

9.1  Briefly  describe  the  different  alternate  site- 

fuel  combinations  used  in  Section  7.0.  Start¬ 
ing  with  the  least  cost  case  you  gave  in  7.0, 
describe  the  type  of  alternate  fuel  mixtures, 
you  considered  for  each  site(s)  for  each 
alternate  fuel  capable  plant.  Provide  the 
page  and  chapter  for  each  alternate  fuel 
plant  you  list  in  9.1  that  is  discussed  in 
your  Fuels  Decision  Report. 
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9.2  Are  you  assuming  a  useful  life  for  the  power- 
plant  other  than  35  years? 

Answer  yes  or  no.  If  you  answered  "no,"  you 
may  rebut  the  presumption  that  the  useful  life 
of  the  alternate  fuel-fired  plant  is  35  years 
by  providing  the  page  and  chapter  in  your 
Fuels  Decision  Report  where  you  provide  engi¬ 
neering  evidence  that  specifically  identifies 
the  technical  or  operational  considerations 
that  prevent  you  from  attaining  a  35  year 
useful  life.  Provide  such  evidence  in  your 
Fuels  Decision  Report  for  each  cost  case  number 
that  you  assume  less  than  a  35  year  useful 
life. 

9.3  Give  the  page  and  chapter  in  your  Fuels  Deci¬ 
sion  Report  where  you  have  provided  a  detailed 
account  of  all  major  construction  and  equip¬ 
ment,  including  all  critical  assumptions  and 
sufficient  data  to  support  your  cost  estimates. 

For  each  alternate  site-fuel  combination  you 
listed  in  Column  A  of  9.1,  provide  an  accurate 
and  reasonable  estimate  for  all  equipment  and 
construction  cost  associated  with  completing 
each  plant,  the  cost  estimates  used  for  each 
cost  case  number  in  9.1  should  include: 

(1)  A  detailed  accounting  of  all  capital 
outlays  including  a  description  of  all  major 
construction  and  equipment.  All  critical 
assumption  should  be  stated  and  sufficient  data 
should  be  included  to  support  your  estimates; 

(2)  A  detailed  accounting  of  all  opera¬ 
tions  and  maintenance  expenditures  including 
a  description  of  all  major  elements.  All 
critical  assumptions  should  be  stated  and 
sufficient  data  included  to  support  your 
estimates;  and' 

(3)  A  detailed  accounting  of  all  delivered 
fuel  expenditures  including  transportation.  All 
critical  assumptions  should  be  stated  and  suffi¬ 
cient  data  included  to  support  your  estimates. 
The  fuel  characteristics  for  each  alternate  fuel 
should  be  included. 
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9.4  Where  have  you  provided  in  your  Fuels  Decision 

Report  a  discussion  of  the  following  cost 
items  for  each  alternate  site-fuel  combination 
considered?  Give  the  page  and  chapter  in  your 
Fuels  Decision  Report  where  you  provide  itemized 
cost  schedules  for  each  proposed  plant.  Give 
the  estimated  cost  for  each  item  listed  in 
Items  1  thru  17  under  purchased  equipment  and 
Items  1  thru  13  under  General  Structural  and 
Civil  Cost  for  9.4.  Where  the  cost  is  unknown, 
write  "unknown."  Where  item  is  not  applicable 
for  a  cost  case,  write  "H/A"  next  to  the  item. 

9.4.1  Where  have  you  provided  in  your  Fuels  Decision 
Report  indirect  cost  for  constructing  each 
plant  proposed  in  Column  A  of  9.1?  Estimate 
the  indirect  cost  you  will  incur  for  heat, 
lighting,  power  and  water,  etc.  during  con¬ 
struction  for  each  proposed  plant  in  Column  A 
of  9.1. 

9.4.2.  Where  in  your  Fuels  Decision  Report  have  you 
provided  for  engineering  cost?  Give  the  page 
and  chapter  in  your  Fuels  Decision  Report 
where  you  estimate  the  erigineering  cost  for 
systems  design  and  supervisory  control  for 
each  proposed  plant  listed  in  Column  A  of  9.1. 

9.4.3  Where  in  your  Fuels  Decision  Report  have  you 
provided  for  contingency  cost?  Give  the  page 
and  chapter  in  your  Fuels  Decision  Report 
where  you  provide  funds  or  reserve  capital 
for  contingency  cost  or  unexpected  cost  asso¬ 
ciated  with  building  each  of  tha  proposed 
plants  in  Column  A  of  9.1. 

9.4.4  Where  in  your  Fuels  Decision  Report  have  you 
provided  for  interest  during  construction? 

Give  the  page  and  chapter  in  your  Fuels  Deci¬ 
sion  Report  where  you  estimate  the  total 
amount  of  interest  to  be  paid  during  the 
time  the  proposed  plants  in  Column  A  of  9.1 
are  under  construction. 
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9.4.5  Where  in  your  Fuels  Decision  Report  have 
you  provided  a  detailed  accounting  of  all 
delivered  fuel  expenditures,  including 
critical  assumptions  and  sufficient  data  to 
support  your  estimates? 

You  must  give  the  page  and  chapter  in  your 
Fuels  Decision  Report  where  you  detailed 
expenditures  for  the  alternate  fuels  you 
considered,  including  mixtures,  petroleum 
and  natural  gas.  Specify  the  types  of  fuels 
you  considered,  their  fuel  characteristics, 
types  of  units  (boiler,  combined  cycle,  etc.) 
and  equipment  needed  for  each  fuel,  quality 
and  quantities  of  fuel,  and  other  relevant 
considerations.  Provide  a  clear,  competent 
and  concise  explanation  of  why  you  selected 
each  fuel  for  considerat ion  as  well  as  a 
brief  discussion  of  why  you  did  not  consider 
.  other  alternate  fuels. 

9.4.6  Where  have  you  provided  in  your  Fuels  Deci¬ 
sion  Report  a  discussion  on  the  powerplant 
design  capacity  and  the  heat  input  rate  for 
each  fuel  considered? 

Give  the  page  and  chapter  in  your  Fuels  Deci¬ 
sion  Report  where  you  provide  the  powerplant 
design  capacity  and  the  heat  input  rate  for 
each  fuel  considered.  For  each  plant  case, 
provide  the  design  capacity  for  each  unit 
and  the  BTU  heat  value  for  all  solid,  liquid 
or  gaseous  fuels  you  considered  as  a  primary 
fuel  or  mixture. 

The  FERC  has  proposed  that  certain  rules  be 
used  to  determine, a  powerplant's  design 
capacity.  There  are  a  number  of  powerplant 
'  capacity  ratings  used  by  the  electric  power 
industry.  However,  these  are  used  principally 
for  operational  purposes,  reflecting  seasonal 
weather  conditions,  degradation  of  a  power- 
plant,  or  other  factors,  and  may  be  substan¬ 
tially  different  from  a  powerplant's  design 
capacity.  The  Commission  has  established 
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criteria  that  the  design  rating  should  be 

(1)  determinable  unequivocably  from  the 
manufacturer's  data  and  ordinarily  not 
changed  during  a  powerplant's  physical  life, 
unless  there  is  substantial  modification  of 
the  unit;  (2)  a  familiar  and  recognizable 
quantity  throughout  the  electric  power 
industry;  and  (3)  a  published  value  readily 
available  to  any  party  interested  in  obtain¬ 
ing  it.  These  criteria  and  the  proposed 
rules  evolving  therefrom  were  developed  in 
consultation  with  the  staff  of  the  Secretary 
of  Energy.  The  proposed  rules  are  summar¬ 
ized  below: 

(1)  The  design  capacity  of  a  steam-electric 

generating  unit  shall  be  its  maximum  generator 
nameplate  rating  which  has  been  reported  to 
the  Energy  Information  Administration  on  EIA 
Form  _  (formerly  FPC  Form  12). 

(2)  The  design  capacity  of  a  combustion 
turbine  shall  be  its  peak  load  rating  as 
defined  by  both  the  American  National  Standards 
Institute  (ANSI)  and  by  the  International 
Standards  Organization  (ISO).  This  peak  load 
rating,  which  applies  to  units  operating  for 
peaking  service  with  a  maximum  of  2,000  hours 
per  year  operation,  is  based  on  an  ambient 
temperature  of  59  degrees  Fahrenheit  (15 
degrees  Celsius)  and  a  pressure  of  14.696 

psia  (sea  level).  This  should  be  the  capacity 
rating  reported  to  the  Energy  Information 

Administration  on  EIA  Form  _  (formerly 

FPC  Form  12).  If  those  reported  ratings  are 
based  on  different  conditions,  they  will  be 
adjusted  to  ISO  standard  conditions  for  the 
purpose  of  the  Powerplant  and  Industrial 
Fuel  Use  Act. 


(3)  The  design  capacity  of  a  combined  cycle 
unit  shall  be  the  sura  of  its  combustion  tur¬ 
bine  peak  load  rating,  based  on  ANSI/ISO 
standard  conditions,  and  the  maximum  generator 
nameplate  rating  of  the  steam  turbine  portion 
of  the  unit. 
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(4)  The  design  capacity  of  an  internal 
combustion  engine  shall  be  the  capacity 
rating  which  has  been  reported  to  the  Energy 

Information  Administration  on  EIA  Form  _ _ 

(formerly  FPC  Form  12). 

9.4.7  Where  have  you  provided  in  your  Fuels  Deci¬ 
sion  Report  a  discussion  on  the  engineering 
details  (for  plants  in  Column  A  of  9-1)? 

Provide  the  page  and  chapter  in  your  Fuels 
Decision  Report  where  you  provide  engineering 
details  that  outline  your  approach  and  method¬ 
ology  for  determining  whether  use  of  the 
alternate  fuels  you  considered  is  technically 
feasible.  Address  the  alternative  unit  designs 
you  considered  and  the  unit  specifications 
required,  etc.  Indicate  which  fuels  are  not 
technically  feasible  and  why  you  made  that 
determination.  Also  outline  and  discuss  any 
technical  or  engineering  considerations  which 
would  require  the  use  of  petroleum  or  of 
natural  gas  rather  than  an  alternate  fuel. 
Specific  considerations  which  might  be 
addressed  include  product  or  process  problems, 
state  of  the  art  considerations,  derating, 
and  operational  reliability  problems.  This 
analysis  should  be  performed  for  each  plant 
listed  in  Column  (A)  of  9.1. 
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VFTV-  U.  S.  DCPARTKEia  OF  FNCRGY 

Washington,  D.  Q.  20461 

SCHEDULE  (D) 

USE  OF  MIXTURES  -  GENERAL  REQUIREMENT 
FOR  TEMPORARY  AND  PERMANENT  EXEMPTIONS 


Form  Appr'ov&d 
0;<B  No. 


DRAFT 


If  you  are  petitioning  for  either  a  temporary  exemp¬ 
tion  or  for  a  permanent  exemption  due  to  lack  of  alternate 
fuel  supply,  site  limitations,  environmental  requirements, 
inability  to  obtain  adequate  capital,  state  or  local  re¬ 
quirements,  cogeneration,  emergency  purposes,  reliability 
of  service,  intermediate  load,  product  or  process  require¬ 
ments  or  scheduled  equipment  outages,  you  must  file  this 
schedule. 

A  separate  Schedule  (D)  must  be  submitted  for  each 
unit  for  which  you  are  seeking  such  an  exemption. 


1.0  IDENTIFICATION  INFORMATION 

What  is  the  name  of  the  facility,  operating  company,  and  the  person  responsible  for  this 


j  form? 

1.1 

Facility  Data  (site): 

1.2  Operating  Company  Identification: 

(a) 

(a) 

(b) 

Name 

Name 

Unit  Identification 

1.3  Name  of  person  in  your  company  to  whom  questions  regarding  this  petition  may  be 
directed  if  different  from  the  General  Form; 


(a)  _ 

Name 

(b)  _ 

Unit  Identification 


(c)  (  ) _ 

Area  Code,  Telephone  Number 


2.0  CERTIFICATION 


I  certify  that  the  information  contained  herein  and  appended  hereto  is  true  and  accurate 
to  the  best  of  my  knowledge. 


Name 

Title 

Signature 

Date 

Name 

Title 

Signature 

Date 

Title  18  use  1001,  makes  it  a  crime  for  any  person  knowingly  and  willingly  to  make  to  any 
Agency  or  Department  of  the  United  States  any  .false,  fictitious  or  fraudulent  statements 
as  to  any  matter  within  its  jurisdiction. 
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3.0  FUELS  MIXTURE  INFORMATION 


Answer  each  of  the  following  questions  for  the  fuels  mixture  you  considered. 


U) 

What  are  the  fuels 
to  te  used  in  the 
proposed  mixture? 

(b) 

What  is  the  total 
annual  quantity  of 
fuel  (by  fuel  unit)? 

(0 

What  is  the  heating 
value  in  BTU  per 
fuel  unit? 

(d) 

What  is  the  total 
BTU  input  per  . 
year  in  millions 
of  BTU*S?  r 

(e) 

What  is  the  percent 
of  fuel  to  be  used? 

3.1 

3.2 

• 

3.3 

3.4 

• 

BSSSSSI 

4.0  What  are  the  design  specification  characteristics  of  all  fuels  this  powerplant  or 
installation  is  capable  of  firing?  For  fuels  this  powerplant  or  installation  is 
not  capable  of  firing,  enter  **NA"  across  the  line  for  that  fuel. 


Fuels 


SOLID  FUELS 


4.1 

Coal 

4.2 

Petroleum  Coke 

4.3 

Municipal  Wastes 

4.4 

Industrial  Wastes 

4.5 

Agricultural  Wastes 

4.6 

VIood 

4.7 

Solid  Refinery 
Wastes 

4.8 

Solid  Renewable; 
Specify: 

4.9 

Biomass 

4.10 

Other;  Specify: 

Design  Specifications 


X  Sulfur 
by  Weight 


(a) 

max 


(i>) 

min 


t  Ash 
by  Weight 


(c) 

max 


(d) 

min 


% 

Moisture 


(e) 

max 


if) 

min 


BTU/lb. 


(g) 

max 


(h) 

min 


Grindabili ty 
(Pargrove) 


(1) 

minimum 


%  Carbon 


(j)  I  (k) 


max 


mm 
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5.0  Would  the  mixture{s)  you  considered  be  fired  alternately  or  simultaneously? 


(a)  l_J  Alternately  (b)  l_J  Simultaneously 


6.0  SUPPLEMENTAL  INFORMATION 


In  support  of  this  schedule,  you  are  required  to  address  specific  issues  in  your 
Fuels  Dwision,  Report  (FDR).  Complete  the  following  questions  to  provide  ERA 
with  a  summary  of  your  responses  to  indicate  that  such  issues  have  been  addressed. 
As  appropriate,  indicate  the  page  and  chapter  number  where  the  issues  are  discussed 
in  the  FDR. 

Where  in  your 
Report  do  you 

Page 

Fuels  Decision 
address  this? 

Chapter 

6.1  Is  the  use  of  the  mixture(s)  you 
considered  economically  feasible? 

(a)  O  Yes  (b)  JJ  No 

(c) 

6.2  Is  the  use  of  mixture(s)* you  con¬ 
sidered  technically  -feasible? 

(^)  LJ  (^)  LJ  No 

(c) 

{_ 

ftote:'  (1)  If  you  are  requesting  a  temporary  exemption  and  you  contend  that  the  use  of 
a  mixture  is  technically  or  economically  feasible,  you  have  answered  all  of 
the  necessary  information  to  complete  this  schedule  and  are  now  finished. 


(2)  If  you  are  requesting  a  permanent  exemption  and  you  contend  that  the  use 

of  a  mixture  is  not  technically  or  economically  feasible,  answer  section  7.0 
below. 

7.0  PERMANENT  EXEMPTION  REQUEST 

7.1  Is  the  use  of  a  fuels  mixture  required? 

(a)  ri  Yes... Answer  7.2  (b)  [1  No... Skip  to  7.5 


7.2  Which  exemption  would  you  be  eligible  for?  (Check  one.) 

(a)  IJ  Lack  of  alternate  fuel  supply  for  the  first  ten  years  of  useful  life. 

(b)  £7  Lack  of  alternate  fuel  supply  at  a  cost  which  does  not  exceed  the 

cost  of  using  imported  petroleum. 

(c)  [U  Site  limitations. 

(d)  [j  Environmental  requirements. 

(e)  [j  Inability  to  raise  adequate  capital. 

(f)  [j  State  or  local  requi repents. 

7.3  Have  you  submitted  the  appropriate  exemption  form  and  schedules  to  support  the 
above  contention? 

(a)  ri  Yes  (b)  O  No 
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7.4-  ’.-.'here  in  your  Fuels  Decision  Report  do  you  demonstrate  your  eligibility  for  the 

permanent  exemption  you  checked  in  7.2  above?  Page _ Chapter _ _ 

7.5  Briefly  desc/ibe  the  design  or  special  circumstances  which  make  the  use  of  a 
mixture  in  your  specific  unit  economically  or  technically  infeasible. 


7.6  What  is  the  page  and  chapter  number  in  your  Fuels  Decision  Report  where  this  is 
more  fully  addressed?  Page _  Chapter _ 


Enter  any  additional  comments  in  this  space: 
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SCHEDULE  (D) 

USE  OF  MIXTURES  —  GENERAL  REQUIREMENTS  FOR  TEMPORARY 
AND  PERMANENT  EXEMPTIONS 


Instructions 

I.  Authority/Purposes 

Tnis  schedule  is  required  pursuant  to  the  provisions  of 
Title  10  of  the  Code  of  Federal  Regulations,  Part  503.9 
and  505.6,  Public  Law  95-620,  Powerplant  and  Industrial 
Fuel  Use  Act  of  1978  (FUA),  to  be  filed  with  the  Economic 
Regulatory  Administration  for  powerplants  seeking  a  perman¬ 
ent  exemptioi(s)  and  installations  seeking  either  a  temporary 
or  permanent  exemption(s)  from  the  prohibition  of  the  Fuel 
Use  Act.  If  you  represent  a  powerplant  seeking  a  permanent 
exemption  for  lack  of  alternate  fuel  supply,  site  limita¬ 
tions,  environmental  requirements,  inability  to  obtain 
adequate  capital.  State  or  local  requirements,  cogeneration, 
emergency  purposes,  reliability  or  intermediate  load,  you 
must  tile  a  Schedule  (L)  -  Use  of  Mixtures.  Powerplants 
seeking  a  permanent  exemption  for  peakload  or  fuel  mixtures 
are  not  required  to  file  this  schedule.  If  you  are  filing 
a  petition  for  an  installation,  you  must  file  a  Schedule 
(D)  with  all  temporary  exemptions  and  all  permanent  exemptions 
except  the  permanent  exemption  for  certain  fuel  mixtures. 

The  information  provided  in  Schedule  (D)  will  be  used  by 
ERA  to  perform  an  evaluation  of  powerplants  and  installations 
seeking  any  of  the  temporary  or  permanent  exemptions  above. 

II.  where  to  submit  Schedule  (D). 

Submit  Form  ERA  -  320 _ in  triplicate  (3)  to: 


Department  of  Energy 

Economic  Regulatory  Administration 

2000  M  Street,  N.W.,  Room  _ 

Washington,  D.C.  20461 
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Section  1.0  IDEMIFICATION  DATA 


1.1  Facility  Location  Data  (site): 

This  information  pertains  to  the  site  where  your 
facility  is  located. 

(a)  Enter  the  name  by  which  the  facility  site 
is  identified. 

(b)  Enter  the  specific  identification  of  the 
unit.  For  example,  Boiler  #234. 

1.2  Operatiny  Company  Identification: 

This  information  relates  to  the  company  which 
has  the  actual  responsibility  for  the  operation 
of  the  facility.  Included  under  the  meaning  of 
company,  is  any  individual  corporation,  company, 
partnership,  association,  firm,  institution, 
society,  trust,  joint  venture,  stock  company, 
or  County,  State  or  Federal  entity. 

(a)  Enter  the  complete  name  of  the  company. 

1.3  Contact  Person  Identification: 

This  information  should  relate  to  an  individual  who 
can  be  contacted  if  there  are  questions  regarding 
the  information  contained  in  this  schedule. 
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(a)  Enter  the  name  of  the  individual. 

(b)  Enter  the  title  by  which  the  individual 
is  identified  in  the  company. 

(c)  Enter  the  area  code  and  the  telephone 
number  at  which  the  individual  can  be 
reached  during  normal  working  hours. 


2.0  CERTIFICATION 

(1)  If  you  are  filing  a  petition  for  exemption(s)  on  behalf 
of  a  corporation,  the  Chief  Executive  Officer  and  Chairman 
of  the  Board  of  the  company  shall  attest  in  writing  to  the 
accuracy  of  all  information  contained  in  or  appended  to  your 
petition. 

(2)  If  you  are  filing  a  petition  for  exemption(s)  on  behalf 
of  a  wholly-owned  subsidiary,  then  the  requirements  of  (1) 

above  shall  apply  to  the  subsidiary  and  to  the  parent  corporation 
as  well.  (Four  signatures  may  be  required) 

(3)  If  you  are  filing  on  behalf  of  an  entity  other  than  a 
corporation,  the  Chief  Managerial  Officer  shall  attest  in 
writing  to  the  accuracy  of  all  information  contained  in  or 
appended  to  your  petition. 

3 . 0  FUELS  MIXTURE  INFORMATION  • 

Answer  questions  in  columns  (a),  (b),  (c)  and  (d)  for 
the  proposed  mixtures  under  column  (a)  which  you 
considered . 


(a)  What  are  the  fuels  to  be  used  in  the  proposed 
mixture  for  the  exempted  unit?  List  the  proposed 
mixture  of  fuels  that  are  technically  feasible 
for  use  during  thd  proposed  temporary  exemption 
period,  or  for  a  permanent  exemption  in  3.1  thru 
3.4.  Provide  a  continuation  sheet  if  you  propose 
using  more  than  four  (4)  types  of  mixtures. 
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(b)  What  is  the  total  quantity  of  fuel  by  unit?  For 
solid  fuels  such  as  coal,  and  municipal  waste, 
give  the  total  amount  of  solid  fuel  used  on  an 
annual  basis  in  tons.  For  liquid  fuels  such  as 
residual  oil  or  liquid  refinery  waste,  give  the 
total  amount  to  be  used  on  an  annual  basis  in 
gallons.  For  gaseous  fuels, such  as  natural  gas 

or  synthetic  gas  from  coal. or  oil,  give  the  total  ^ 
amount  of  gas  in  Mcf  or  thousands  of  cubic  feet. 

(c)  What  is  the  heating  value  in  BTU's  per  fuel 
unit? 

(1)  For  solid  fuels  use:  total  number  of  BTU's 
per  lb. 

(2)  For  liquid  fuels  use:  total  number  of  BTU's 
per  qal . 

(3)  For  gaseous  fuels  use:  total  number  of 
BTU's  per  cubic  feet. 

(d)  What  is  the  total  BTU  input  per  year  in  millions 
of  BTU's? 

(1)  For  solid  fuels,  multiply  the  BTU's  per  lb. 
heating  value  (X)  2000  to  obtain  total  BTU's 
per  ton.  Multiply  that  number  (X),  the 
total  proposed  number  of  tons  of  solid- fuel 
(to  be  used  annually),  to  find  total  BTU's. 
Divide  the  total  number  of  BTU's  by  1,000,000 
to  find  the  total  millions  of  BTU's  used  per 
year . 

(2)  ■  For  liquid  fuels,  multiply  the  BTU's  heating 

value  per  gallon  (X)  the  total  number  of 
gallons  of  liquid  fuels  you  propose  to  use 
annually.  Divide  that  number  by  1,000,000 
to  find  the  total  millions  of  BTU's  used  per 
year. 

(3)  For  gaseous  fuels,  multiply  the  BTU's  heating 
value  per  cubic  foot  (X)  1000.  Multiply 
this  number  (X),  the  total  proposed  number  of 
MCF  to  be  used  annually,  and  divide  by  1,000,000 
to  obtain  millions  of  BTU's  used  per  year. 
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(4)  Take  the  tocal  value  of  the  raillions  of  BTU's  • 
for  all  fuels  in  your  proposed  fuel  mixture 
and  add  into  the  bottom  column  of  (d). 

(e)  What  is  the  percent  of  the  fuel  to  be  used? 

For  each  fuel  in  your  proposed  fuel  mixture,  take 
the  total  raillins  of  BTU*s  for  each  fuel  in  column 
•  (d)  and  divide  by  the  sum  total  millons  of  BTU’s 

of  all  fuels  at  the  bottom  of  (d).  This  figure 
will  be  the  %  (percentage)  of  total  millions  of 
BTU's  input  which  must  be  entered  to  the  right 
of  each  proposed  fuel  in  column  (e).  By  rounding 
to  the  nearest  whole  number,  the  percentage  of  BTU's 
for  all  fuels  in  column  (e)  should  total  100% 
of  the  total  millions  of  BTU's  at  the  bottom  of 
column  (d ) . 


4.0  What  are  the  design  specification  characteristics  for 

all  the  fuels  this  powerplant  or  installation  is  capable 
of  firing?  Write  'N/A'  across  the  line  for  fuels  that 
cannot  be  used.  Give  the  burning  characteristics  for 
all  fuels  this  unit  can  use  with  respect  to  ash,  sulfur, 
moisture,  BTU  value  by  weight  or  cubic  foot,  gr indabil ity , 
amount  of  fixed  carbon,  etc.,  for  the  design  specification 
of  all  solid,  liquid  or  gaseous  fuels  you  can  use  - 
including  the  minimum  and  maximum  ranges  that  can  be  used. 


5.0  Would  the ‘mixtureC s )  you  considered  be  fired  alternately 
or  simultaneously?  If  petroleum  or  natural  aas  will 
not  consistently  be  used  in  combination  with  the  alternate 
fuels  in  the  fuels  mixture  proposed  in  3.0  of  this 
Schedule,  you  should  check  "alternately."  If  you  do 
plan  to  consistently  burn  petroleum  or  natural  gas  in 
combination  with  the  alternate  fuels  listed  in  your 
fuels  mixture,  you  should  check  "simultaneously." 


6 . 0  Supplemental  Information 

6.1  Is  the  use  of  the  mixture(s)  you  considered  economically 
feasible? 

(a)  Economic  considerations  include  capital  costs, 
the  ability  to  raise  capital,  operation  and  maintenance 
costs,  fuel  costs,  transportation  costs,  and  environmental 
costs.  Present  your  assessment  usinq  the  methodology 
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for  cost  comparison  calculations  provided  in  Sections 
503.5  and  505.5  of  the  Fuel  Use  Act  regulations.  Also 
present  the  approach,  methodology  and  calculations  that 
you  traditionally  use  to  make  economic  decisions,  and  the 
results  based  on  that  methodology.  If  you  conclude  that 
use  of  a  particular  fuel  is  economically  feasible,  you 
may  simply  state  this  without  providing  in-depth  analy¬ 
sis  by  checking  (a)  "yes." 

(b)  If,  after  making  cost  calculations  based  on  Sections 
503.5  [Cost  Schedule  (A)]and  505.5  [Cost  Schedule  (B)] 

of  the  regulations  and  you  determine  a  fuels  mixture 
not  to  be  economically  feasible,  check  (b)  "no." 

(c)  Cite  the  page  and  chapter  in  your  Fuels  Decision 
Report  where  the  economic  feasibility  of  usincf  a  fuels 
mixture  is  addressed.  This  section  of  your  Fuels 
Decision  Report  should  describe  your  approach  and 
methodology  for  analyzing  the  relative  economic 
benefits  and  costs  of  the  alternate  fuels,  including 
petroleum  and  natural  gas  that  you  considered,  and  your 
findings.  If  you  are  requesting  a  permanent  exemption 
for  a  powerplant  (except  for  fuel  mixtures  or  peakload), 
also  address  the  economic  considerations  relating  to  the 
alternate  sources  of  electric  power  that  you  considered. 
Detail  here  the  economic  analyses  you  performed  to 
determine  why  use  of  a  fuels  mixture  is  not  economically 
feasible . 

6.2  Is  the  use  of  the  mixture(s)  you  considered  technically 
feasible? 

(a)  If  you  concluded  that  there  are  no* significant 
technical  or  engineering  problems  associated  with  the 
use  of  a  particular  fuel,  check  (a)  "yes." 

(b)  If  you  checked  (b)  "no,"  your  Fuels  Decision 
Report  should  outline  your  approach  and  methodology 
for  determining  why  use  of  the  alternate  fuels  you 
considered  is  not  technically  feasible. 


ERA- 320  Page  11 


KOEIAL  REOISTEt,  VOL  44,  NO.  Sfr-MONDAY,  PEUUARY  13,  1979 


9354 


NOTICES 


Address  the  alternative  unit  designs  that  you  considered 
and  the  unit  specification  required,  etc.  Indicate  which 
fuels  are  not  technically , feasible  and  why  you  made  that 
determination.  Also  outline  and  discuss  any  technical 
or  engineering  considerations  which  would  require  the 
use  of  petroleum  or  natural  gas  rather  than  an  alternate 
fuel.  Specific  considerations  which  might  be  addressed 
include  product  or  process  problems,  state  of  the  art 
considerations,  derating,  and  operational  reliability 
problems.  If  you  are  requesting  a  permanent  exemption 
for  a  new  powerplant  relating  to  lack  of  alternate  fuel 
supply,  site  Limitations,  environmental  requirements, 
adequacy  of  capital.  State  or  local  requirements,  co- 
generat^-on  emergency  purposes,  reliability  of  service 
or  intermediate  load  powerplant,  address  the  apprpriate 
technical  and  engineering  considerations  pertaining  to 
each  alternative  site  examined  for  alternate  fuel  that 
you  considered  in  your  Fuels  Decision  Report. 

(c)  Cite  the  page  and  chapter  in  your  Fuels  Decision 
Report  where  you  address  the  technical  feasibility  of  fuels 
mixtures.  If  you  concluded  mixtures  were  not  technically 
feasible,  give  the  page  and  chapter  in  (a)  above  where 
this  is  determined. 

7 . 0  Permanent  Exemption  Request 

7.1  If  you  are  requesting  a  permanent  exemption  and  contend 
that  the  use  of  fuels  mixture  is  technically  and  eco¬ 
nomically  feasible,  check  (a)  and  answer  7.2.  If  a  fuels 
mixture  is  not  feasible  check  (b)  and  go  to  section  7.5. 

7.2  Check  all  permanent  exemptions  listed  in  (a)  thru 
(f)  that  you  would  be  eligible  for  if  you  were  able 
to  use  fuels  mixture. 

7.3  Have  you  submitted  the  appropriate  exemption  form(s) 
and  schedules  to  support  your  contention  that  you 
are  eligible  for  any  of  the  permanent  exemptions 

in  (a)  thru  (f)  adove?  Check  "yes"  or  "no."  If 
you  filed  either  a  Powerplant  or  Installation  General 
Form,  a  Fuels  Decision  Report,  this  schedule  and  a 
completed  petition  for  any  of  the  permanent  exemp¬ 
tions  (a)  thru  (f)  in  g.2  above,  check  "yes."  If 
use  of  a  fuels  mixture  would  not  qualify  you  for 
any  of  the  permanent  exemptions  listed  in  7.2,  simply 
check  "no." 
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7.4  Where  in  your  Fuels  Decision  Report  do  you  demon¬ 
strate  your  eligibility  for  any  permanent  exemptions 
listed. in  7.2  above.  This  section  must  provide  the 
page  and  chapter  where  you  identify  and  describe  the 
alternate  fuels  you  considered,  including  mixtures, 
petroleum  and  natural  gas.  Specify  the  types  of  fuels 
you  considered,  their  fuel  characteristics,  types  of 
units  (boiler,  combined  cycle,  etc.)  and  equipment 
needed  for  each  fuel,  quality  and  quantities  of  fuel, 
and  other  relevant  considerations.  This  section  of 
your  Fuels  Decision  Report  should  also  provide  a  clear, 
competent  and  concise  explanation  of  why  you  selected 
each  fuel  for  consideration  as  well  as  a  brief  dis¬ 
cussion  of  why  you  did  not  consider  other  alternate 
fuels  that  would  allow  you  to  use  a  fuels  mixture. 

7.5  Special  Circumstances. 

Brisfly  list  any  special  or  extraordinary  circum¬ 
stances  that  economically  or  technically  preclude 
the  use  of  a  fuels  mixture.  Attach  supplementary 
documentation  if  necessary. 

7.6  Cits  the  page  and  chapter  in  your  Fuels  Decision 
Report  where  design  problems  or  other  special  . 
circumstances  listed  in  7.5  are  addressed.  List 
the  page  and  chapter  in  your  Fuels  Decision  Report 

of  all  information  that  supports  your  contention  that 
special  circumstances  do  prevent  the  use  of  a  fuels 
mixture  for  technical/design  or  economic  reasons. 
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U.S.  DEPARTMENT  OF  ENERGY 
Washington,  D.C.  20461 

SCHEDULE  (E) 

GENERAL  REQUIREMENT  FOR  ALTERNATIVE  SITES 
(POWERPLANTS) 


DRAFT 


If  you  are  petitioning  for  a  lack  of  alternate  fuel 
supply,  site  limitations,  environmental  requirements, 
inability  to  obtain  adequate  capital,  state  or  local 
requirements,  intermediate  load,  or  permanent  exemption 
for  a  new  powerplant,  you  must  file  this  schedule. 

A  separate  Schedule  (E)  must  be  submitted  for  each 
unit  for  which  you  are  seeking  such  an  exemption. 


1.0  IDENTIFICATION  INFORI^ATION 


What  is  the  name  of  the  facility,  operating  company,  and  the  person  responsible  for  this 
f  0  rm? 


1.1  Facility  Data  (site): 


1.2  Operating  Company  Identification: 


Unit  Identification 


1.3  Name  of  person  in  your  company  to  whom  questions  regarding  this  petition  may  be 
directed  if  different  from  the  General  Form: 


(c.)  (  ) _ 

Area  Code,  Telephone  Number 


2.0  CERTIFICATION 


I  certify  that  the  information  contained  herein  and  appended  hereto  is  true  and  accurate 
to  the  best  of  my  knowledge. 


signature 


Name  Title  Signature  Date 

Title  18,  use  1001,  makes  it  a  crime  for  any  person  knowingly  and  willingly  to  make  to 
any  Agency  or  Department  of  the  United  States  any  false,  fictitious  or  fraudulent 
statements  as  to  any  matter  within  its  jurisdiction. 
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(3.0  Continued) 

’  '  (aT 

A1  ternate 
Site  #1 

(b) 

A1  ternate 
Site  j?2 

(c) 

A1 terna te 
Site  *3 

(d) 

A1 terna te 

Site  #4 

r:.ime  and  location  of 

Aiternate  Sites: 

•  * 

■ 

^  i 

GASEOUS  FUELS:' 

3.17  Natural  Gas 

3.18  Synthetic  Gas 
from  Coal 

• 

• 

3.19  Synthetic  Gas 
from  Oil 

3.20  Gaseous  Refinery 
V.'astes 

• 

3.21  Gaseou.  Industrial 
V.'astes 

*  • 

3.22  Other;  Specify: 

•  .  .. ,  . 

4.0  SUPPORTING  DOCUMENTATION 

In  support  of  your  Petition  for  Exemption  you  are  required  to  address  specific  issues  in 
your  Fuels  Decision  Report.  Complete  the  following  questions  to  provide  ERA  with  a  sum¬ 
mary  of  your  responses  and/or  to  indicate  that  such  issues  have  been  addressed.  In- 
dicate^the  page  and  chapter  number  where  the  issues  are  discussed  in  the  Fuels  Decision 
Report. 


Where  have  you  provided  in  your  Fuels  Decision  Report: 

FDR 

Page 

Chapter 

4.1  A  map  indicating  your  proposed  site  and  each  of  the  alternative 
sites  you  considered? 

4.2  A  detailed  description  of  the  criteria  you  used  to  select  the 
alternative  sites  you  considered  and  to  select  the  alternative 
fuels  you  examined  for  use  at  each  alternative  site? 

4.3  Copies  of  summaries  of  any  studies  you  performed  as  part  of, 
or  in  support  of,  your  search  for  reas^onable  alternative  sites? 

4.4  That  you  are  unable  to  use  alternative  fuels  ar  any  of  the  al¬ 
ternative  sites  you  considered  at  a  cost  which  does  not  sub¬ 
stantially  exceed  the  cost  of  using  imported  petroleum,  or,  in 
special  circumstances,  for  any  other  reasons?  (Using  cost 
schedule  A.) 
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l^ere  have  you  provided  in  your  Fuels  Decision  Report: 

FDR 

Page 

Chapter 

4.5  All  data  required  by  section  503.5  of  the  regulations  (Schedule 

A  -  cost  calculations)  supporting  any  contentions  you  make 
pertaining  ! to- the  cost  of  using  alternate  fuels  at  alternative 
sites? 

- 

i 

4.6  A  detailed  explanation  of  any  contention  you  make  concerning 
other  reasons  which  would  preclude  use  of  alternative  sites? 

Enter  any  additional  remarks  in  this  space: 
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Schedule  (E) 

Requirement  for  Alternative  Sites 
(Powerplants) 


Instructions 
I.  Authority/Purposes 

This  schedule  is  required  pursuant  to  the  provisions  of  Title 
10  of  the  Code  of  Federal  Regulations,  Part  503.11  ,  Subpart  B, 
and  Public  Law  95-620,  Powerplant  and  Industrial  Fuel  Use 
Act  of  1978  (FUA),  to  be  filed  with  the  Economic  Regulatory 
Administration  (ERA)  by  any  powerplant  seeking  a  permanent 
exemption  £or  lack  of  alternate  fuel  supply,  site  limitations, 
environmental  requirements,  inability  to  obtain  adequate 
capital.  State  or  local  requirements  or  intermediate  load. 

The  information  provided  in  Schedule  (E)  will  be  used 
by  ERA  to  perform  an  evaluation  of  powerplants  seeking  any 
of  the  permanent  exemptions  above. 


II.  Where  to  submit  Schedule  (E). 

Submit  Form  ERA-  321 _  in  triplicate  (3)  to: 


Department  of  Energy 

Economic  Regulatory  Administration 

2000  M  Street,  N.W.,  Room  _ 

Washington,  D.  C.  20461 


III.  Schedule  (E)  Form 

Section  1.0  IDENTIFICATION  DATA 

1.1  Facility  Location  Data  (site): 

This  information  pertains  to  the  site  where 
your  facility  is  located. 

(a)  Enter  the  name  by  which  the  facility  site 
is  identified. 

(b)  Enter  the  street  address  of  the  facility  site. 
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1.2  Operating  Company  Identification: 

This  information  relates  to  the  company  which 
has  the  actual  responsibility  for  the  operation 
of  the  facility.  Included  under  the  meaning  of 
■  company  is  any  individual  corporation,  company, 
partnership,  association,  firm,  institution, 
society,  trust,  joint'  venture,  stock  company, 
or  County,  State  or  Federal  entity. 

(a)  Enter  the  complete  name  of  the  company. 

1.3  Contact  Person  Identification: 

This  information  should  relate  to  an  individual 
who  can  be  contacted  if  there  are  questions  regard¬ 
ing  the  information  contained  in  this  schedule. 

(a)  Enter  the  name  of  the  individual. 

(b)  Enter  the  title  by  which  the  individual 
is  identified  in  the  company. 

(c)  Enter  the  area  code  and  the  telephone  number 
at  which  the  individual  can  be  reached 
during  normal  working  hours. 
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2.0  CERTIFICATION 

1)  If  you  file  a  Schedule  (E)  on  behalf  of  a  corpor¬ 
ation,  the  Chief  Executive  Officer  and  the  Chairman  of 
the  Board  of  the  corporation  shall  attest  in  writing 
to  the  accuracy  of  all  information  contained  in  or 
appended  to  the  petition. 

2)  If  you  are  filing  this  schedule  on  behalf  of  a 
wholly-owned  subsidiary,  then  the  requirements  of 
Paragraph  (1)  shall  apply  to  the  subsidiary,  and  to 
the  parent  corporation  as  well.  (4  signatures  may  be 
required . ) 

3)  If  you  are  filing  on  behalf  of  an  entity  other 
than  a  corporation,  the  Chief  Managerial  Officer  shall 
attest  in  writing  to  the  accuracy  of  all  information 
contained  in  or  appended  to  your  Schedule  (E). 


3.0  Identify  each  of  the  alternate  sites  you  considered 
and  check  each  of  the  alternate  fuels  you  considered 
for  each  site.  Site  considerations  could  include 
accessibility  of  fuel,  the  adequacy  of  transportation 
facilities  and  land  for  storage,  use,  and  handling  of 
fuel,  the  adequacy  of  facilities  and  land  for  disposal 
of  wastes  from  fuel,  the  availability  and  adequacy  of 
water,  and  other  potential  site  limitations.  After 
analyzing  all  possible  or  potential  fuels  which  can 
be  used  at  each  site,  you  should  check  each  fuel 
(under  the  appropriate  site  number)  which  you  determined 
could  be  used  as  an  alternate  fuel  (3.1  thru  3.22). 


4.0  Supporting  Documentation/Fuels  Decision  Report  Data. 
You  must  give  the  page  and  chapter  in  your  Fuels 
Decision  Report  where  you  fully  discuss  issues  in 
questions  4.1  thru  4.6. 

/  4.1  Give  the  page  and  chapter  in  your  Fuels  Decision 

Report  where  you  provided  a  map  of  your  proposed 
site  and  each  of  the  alternate  sites  considered. 

The  map(s)  which  you  reference  should  provide  a 
clear,  concise  and  detailed  description  of  your 
proposed  site  and  all  alternate  sites.  All  pro¬ 
posed  and  alternate  site  areas  should  be  offset 
by  either  outlining  the  boundaries  or  by  use  of 
shading  and  color  variations. 


ERA-321 


Page  7 


FEOHAL  REOISTER,  VOL  44,  NO.  30— MONDAY,  FEBRUARY  12,  1979 


NOTICES 


9363 


4.2  Give  the  page  and  chapter  in  your  Fuels  Decision  Report 
where  you  give  a  detailed  description  of  alternative  sites 
you  considered  and  alternate  fuels  you  examined  for  each 
alternative  site.  This  section  of  your  Fuels  Decision 
report  should  include: 

(a)  A  detailed  explanation  of  any  contention  you  make 
concerning  other  reasons  which  would  preclude  use  of 
alternative  sites  or  alternate  fuels  other  than  petro¬ 
leum  or  natural  gas;  and 

(b)  Your  methodology  foe  selecting  alternative  sites 
and  use  of  alternate  fuels  other  than  petroleum  or 
natural  gas  wherever  it  is  technically  or  economically 
feasible. 

4.3  Give  the  page  and  chapter  in  your  Fuels  Decision  Report 
where  you  provide  summaries  in  support  of  your  search 
Cor  alternative  sites  and  use  of  alternate  fuels.  This 
section  of  your  Fuels  Decision  Report  should  include 
all  technical  and  engineering  studies  or  considerations 
you  used  for  determining  whether  use  of  alternative  sites 
and  alternate  fuels  other  than  petroleum  or  natural  gas 
is  technically  and  economically  feasible.  This  section 
should  also  indicate  which  fuels  are  not  technically 
feasible  and  why  you  made  that  determination.  If  you 
concluded  that  there  were  no  significant  technical  or 
engineering  problems  associated  with  the  use  of  a  partic¬ 
ular  fuel,  you  may  merely  state  your  conclusion  and 

the  reasons  for  it  without  providing  in-depth  analysis 
and  documentation.  Also  outline  and  discuss  any  technical 
or  engineering  considerations  which  would  require  the 
use  of  petroleum  or  natural  gas  rather  than  an  alternate 
fuel. 

4.4  Give  the  page  and  chapter  in  your  Fuels  Decision  Report 
where  you  demonstrate  you  were  unable  to  use  alternate 
fuels  at  any  of  the  alternative  sites  you  considered 

at  a  cost  which  does  not  substantially  exceed  the  cost 
of  using  imported  petroleum.  This  section  of  your  Fuels 
Decision  Report  should  include: 

(a)  evidence  that  you  sought  the  full  range  of  alternate 
fuels  and  fuel  characteristics  which  could  be  used  by  the 
new  powerplant,  including  bid  requests  and/or  advertise¬ 
ments  for  supply  contracts,  all  proposals  and  responses 
thereto,  as  well  as  any  other  arrangements  you  attempted 
to  make  to  secure  supplies;  and 
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(b)  a  decription  of  the  approach  and  methodology  you 
used  to  search  for  and  evaluate  the  use  of  the  alter¬ 
nate  fuel  you  considered. 

4.5  Cite  the  page  and  chapter  in  your  Fuels  Decision  Report 
where  you  present  your  cost  assessment  for  using  alternate 
fuels  by  using  the  cost  comparson  calculations  provided 

in  Section  503.5  of  the  regulations  -  Schedule  (A)  Cost 
Calculations  for  New  Powerplants.  In  your  cost  calcula¬ 
tion  you  must; 

(a)  Compute:  the  cost  (COST)  of  using  an  alternate 
fuel  in  an  alternate  fuel-fired  powerplant  from  the 
start  of  operation  with  equation  (2); 

(b)  Compute  the  cost  (COST)  of  using  an  alternate  fuel 
in  a  dual-fired  powerplant  (alternate  fuel  and  oil  or 
natural  gas)  with  equation  (2)  assuming  an  alternate 
fuel  is  not  used  as  the  primary  energy  source  until  the 
end  of  the  first  year  of  operation  and  that  oil  or  natural 
gas  is  used  for  the  first  year  of  operation.  Capital 
investment,  operating  and  maintenance  and  fuel  (e.g., 
installation  of  scrubber  when  used);  and 

(c)  Successively  compute  the  cost  (COST)  of  using  an 
alternate  fuel  in  a  dual-fired  powerplant  with  equation 
(2)  assuming  alternate  fuel  is  postponed  until  the  end 
of  the  second  through  tenth  year  of  operation  (and  oil 
or  natural  gas  is  used  in  the  years  preceeding  alternate 
fuel  use). 

4.6  Cite  the  page  and  chapter  in  your  Fuels  Decision  Report 
where  you  give  a  detailed  explanation  of  any  contention 
you  make  concerning  the  reasons  which  would  preclude 
the  use  of  alternative  sites.  This  section  of  your 
Fuels  Decision  Report  must  include: 

(a)  A  description  of  each  alternate  fuel  you  considered 
for  use  at  each  alternative  site  you  considered; 

(b)  A  detailed  description  of  the  criteria  you  used 
to  select  the  alternative  sites  you  considered  and  to 
select  the  alternate  fuels  you  examined  for  use  at 
each  alternative  site; 

(c)  Copies  or  summaries  of  any  studies  you  performed  as 
part  of,  or  in  support  of  your  search  for  reasonable 
alternative  sites;  and 
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(d)  All  data  required  by  Section  503.5  [Schedule  (A)l 
supporting  any  contentions  you  make  pertaining  to  the 
cost  of  using  alternate  fuels  at  alternative  sites. 

This  section  of  your  Fuels  Decision  Report  must  demonstrate 
that  you  rigorously  explored  and  objectively  evaluated 
all  reasonable  alternative  sites  and  alternatives  to  oil 
or  gas.  It  must  clearly  and  concisely  describe  the 
process  and  methodology  you  used  to  search  for,  analyze, 
and  evaluate  each  fuel  and  site  you  considered,  including 
documentation  of  feasibility  reports,  experts  and  sources 
used . 

(e)  Compute  the  cost  (COST)  of  using  oil  or  natural 
gas  in  an  oil  or  natural  gas-fired  powerplant  as  the 
primary  energy  source  with  equation  (2)  throughout  the 
useful  life  of  the  unit. 


If  you  are  comparing  the  use  of  an  alternate  power  supply 
with  the  use  of  imported  petroleum,  compute  the  ratio 
of  the  cost  of  using  the  alternate  power  supply  to  the 
cost  of  using  oil  or  natural  gas  both  for  the  lifetime 
of  the  powerplant.  Otherwise,  compute  the  ratio  (R) 
of  the  cost  of  using  an  alternate  fuel  at  the  beginning 
of  operation,  and  successively  at  the  end  of  the  first 
through  tenth  year  to  the  cost  of  using  oil  or  natural 
gas  throughout  the  life  of  the  powerplant  with  equation 
(1). 


If  all  the  ratios  (R)  are  greater  than,  for  illustrative 
purposes,  1.5  (an  index  to  be  set  periodically  by  ERA), 
your  proposed  powerplant  would  meet  the' cost. criteria  for 
a  permanent  exemption.  If  one  or  more  of  the  ratios  (R) 
is  equal  to  or  less  than  1.5  and  a  series  of  ratios  (R), 
starting  with  the  case  where  alternate  fuel  is  used 
from  the  start  of  operation,  are  all  greater  than  1.5, 
a  temporary  exemption  would  be  granted  for  the  minimum 
peroid  in  which  the  cost  of  starting  to  use  alternate 
fuel,  deferred  year  by  year,  always  exceeds  1.5. 
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